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Accurate measurement, the essential of progress, necessitates the use of good 
instruments, and nowhere is this more important than in radio. 

Good instruments can be designed and produced consistently only as the 
result of great experience in experiment and research extending over many 
years. 

Salford Electrical Instruments Ltd. have been making first quality instruments for 
half a century, and their products are to be seen in constant use in Power Houses, Test 
Rooms and Laboratories all over the world. 

Instruments in sizes from 2" upwards are 
available for almost every electrical measure¬ 
ment. The 2%" flush or projecting types are 
specially suited for radio purposes, and may be 
supplied as :—Milliammeters, Microammeters, 

Ammeters, and Voltmeters, D.C. and A.C. 

Portable types are also made in most of 
these ranges. For H.F. measurements a range of 
Valve Voltmeters is available. 

Please write for descriptive list S.27, and state 
particular instruments in which you are Interested. 



SALFORD ELECTRICAL INSTRUMENTS LTD. 

PEEL WORKS, SALFORD, 3. Telephones : BLAckfriars 8888 (3 tines) Telegrams and Cables : " SPARKLESS. MANCHESTER " 

PROPRIETORS: THE GENERAL ELECTRIC CO., LTD., OF ENGLAND 
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SIMPLIFIED servicing 



MAINTENANCE 
& FAULT FINDING 


40 Ranges 

of 

Direct 

Readings 


A.C. 


Value per 


Range. 


division 


5 Volts 


50 mV. 


500 


0 - 100 


Volt 


0 - 200 


400 


0- 500 


0 - 1,000 


VOLTAGE 


D.C. 

Value per 
Range. division 

0- 50 mV 0.5 mV 

(I mA range) 

0- 100 mV I „ 

(2 mA range) 


0- 500 mV 


I Volt 


0 - 100 
0 - 200 
0- 400 
0- 500 
0 - 1,000 


5 

10 

50 

100 

500 

1 \ 

2 

4 

5 
10 


I Volt 


CURRENT 


A.C. 


Range. 

0- 5 mA 
0- 10 „ 

0- 50 „ 
0-100 „ 
0-500 „ 

0- I Amp. 
0- 5 ,, 

0- 10 „ 


Value per 
division 
50 m A 
100 „ 
500 „ 

I mA 
5 „ 
10 „ 
50 „ 
100 „ 


D.C. 


Range 
0- I mA 
0 - 2 „ 

0- 5 „ 

0- 10 „ 

0- 50 „ 
0-100 „ 
0-500 „ 

0- I Amp. 
0- 5 „ 

0- 10 „ 


Value per 
division 
I0 m A 
20 „ 
50 „ 
100 „ 
500 „ 

I mA 
5 „ 
10 „ 
50 „ 
100 „ 


Range. 

0-10,000 ohms 
0-100,000 „ 5 

0- I megohm 50 
0-10 „ 500 

0-40 „ 2,000 

CAPACITY 

0 to 20 mFd. 


RESISTANCE 

First indication. 

0.5 ohms | us j ng internal l£-volt cell. 

using internal 9-volt battery. 
| using_ external source of 


external 
A.C. or D.C. voltage. 


POWER 

in 4,000 ft 
internal resistance 


DECIBELS 

reference level 
50 mW 


DESIGNED by technicians who have made a special study 
of the service and maintenance engineers’ problems, the Model 7 
Universal AvoMeter is acknowledged throughout the world as 
the one indispensable combination testing instrument. A single 
meter, yet at the touch of two simple switches it provides for any 
one of the 46 ranges of measurements for testing and tracing 
all electrical faults. 

Entirely self-contained, the Model 7 Universal AvoMeter is 
essentially portable and, above all, simple to use. It is dead-beat 
in action, has a 5-inch hand-calibrated scale with anti-parallax 
mirror, and conforms to B.S. 1st Grade accuracy requirements. 
It is fully protected by an automatic cut-out against damage 
through overload. 

Also available : 


Model 7 Resistance range Exten¬ 
sion Unit (for measurements 
down to I /100th. ohm.) 


36-range Universal AvoMeter 
22-range D.C. AvoMJter 
Leather Carrying Case 


First indication 
0.01 mFd. 


0 to 4 watts —10 Db. to 

First indication 4-l5Db. 

I mW 


• Write for fully descriptive pamphlet. 

Sole Proprietors and Manufacturers: 

The Automatic Coil Winder & Electrical Equipment Co., Ltd., 

Winder House, Douglas Street, London, S.W.I. Telephone .'Victoria 3 aoa/7 
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46-RANGE UNIVERSAL 




Read Trade Mark 


|ElectricaI Measuring Instrument 
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REGISTERED TRADE MARK 

Quartz Cutting Machine 
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Illustration shows latest Model of 
the Quartz Cutting Machine 
developed and designed in collabor¬ 
ation with engineers of the Radio 
Branch of the Post Office. 

Similar machines have been supplied 
to the Post Office and to the leading 
Telephone and Radio Manufac¬ 
turers. 

Standard and heavy duty cutting 
machines with high rates of cutting 
to accuracies of , 001 in. 

Fixtures to hold any shape of crystal 
can be supplied. 

Heavy Duty Machine can now be 
supplied with nine rates automatic 
feed through specially designed gear 
box, sensitive instantaneous stop 
through specially designed clutch. 

Acknowledged to be the finest 
machines of their kind for this class 
of work. 


Manufacturers : 

CAPLIN 

ENGINEERING CO. Ltd. 

Precision Engineers 


Designers and Manufacturers of Capco Sound-on-Film recorders and 
equipment. Patentees and Manufacturers of Capco Enamelled Wire 
cleaning machines. 


BEAGONSFIELD RD., WILLESDEN 
LONDON, N.W.io 

Telephone : Cables : 

WILlesden 0692 . Caplinko, London. 

ESTABLISHED 1918 











CONSTANT 


VOLTAGE 


irrespective of load 
current variations 
or mains fluctuations 

• 

A completely new system, comprising 
rectifier, two transformers, condenser 
and choke, for floating and recharging 
a battery. 

» 


The “ Westat ” constant voltage rectifier for use with 
batteries combines all the inherent advantages of the 
Westinghouse Metal Rectifier with ability to meet all 
the requirements of floating battery work. It’s reliable, 
efficient and cheap; and it maintains the voltage 
constant irrespective of load current variations or mains 
fluctuations. 


The feature of this development is that two transformers 
are energised by a current displaced by about 90°, 
and are connected to form a Scott group, the secondaries 
being associated with a three-phase bridge rectifier. 
Constant D.C. voltage with variations in load is obtained 
by the injection of the third-phase voltage, while the 
design of the transformers compensates for variations 
in mains pressure. 



“WlSfUT 55 CONSTANT VOLTAGE 
RECTIFIER FOB, USE WITH BATTERIES 


Write for descriptive pamphlet No. 11 (Suppt. F.) to Dept. P.O.E.J. 

WESTINGHOUSE BRAKE & SIGNAL CO., LTD., PEW HILL HOUSE, CHIPPENHAM, WILTS 
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CONTRACTORS FOR THE 


MANUFACTURE AND LAYING OF 

TELEPHONE CABLES 

AERIAL • UNDERGROUND • SUBMARINE IS H :v 

LOADING COILS 



LAYING SUBMARINE TELEPHON 

SIEMENS BHOTHEI 


WOOLWICH, L' 

Telephone : W( 
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ts & CO. LIMITED 


5NDON, S.E.I8 

OLWICH 2020 
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Completely Self-Contained 


CapacaTester = 


FOR PRODUCTION OR FAULT LOCALISING 


This tester gives a direct reading on 
a single dial of any capacitance between 
50 pi u,F and 5 pF with an accuracy I to 
2 per cent. 

Its extreme portability renders it most 
useful for testing components assembled 
inside large equipment, while a special 
feature of design minimises the necessity of 
having to disconnect the condenser under 
test from its circuit. 

The price of this tester is £6 . 10 . 0 
+ 5% +5%, 

Two other models are available :— 
One having a slightly better accuracy with 
a range from 0 to 8000 ppF and another 
specially suitable for cable fault localising. 

Refer to our Catalogue No. A.C.820 
(page 120). 


Telephones 

NEW CROSS 3225 (P.B.X.) 


H. W. SULUVAN LIMITED 

LONDON, S.E.I5 


ISJU.’ 


£LCCCu-tlC«|» 


Telegrams : 
STANDELECT, PECK, LONDON 


EB0SWAM 


TELEPHONE LINE PROTECTOR PANELS 



5-circuit panel for overhead lines incorporating choke coils, 
spark gaps, etc. 

THE EDISON SWAN ELECTRIC CO. 


EDISWAN-SHOTTER-GREETHAM PATENT (British Patent No. 353924) 

for the protection of telephone systems 
against surges induced by faults on 
neighbouring power lines 

Of the difficulties attendant upon the employment of overhead systems 
one of the most serious is to ensure uninterrupted working of the telephone 
system^ by providing adequate protection against induced surges caused 
by switching or line faults in adjacer t power lines or by lightning. 

The Ediswan Patent Protectors provide the solution. They are inert 
at the normal working pressure of the telephone line 3 they keep the 
voltage on the line down to a pre-determined figure by providing a path 
of low resistance to earth whereby the surge is cleared and they again 
become inert immediately the surge is cleared. 

They ensure simultaneous discharge of both lines and are capable of 
clearing heavy discharges without detriment to the system or the protector. 

Ediswan Telephone Line Protectors have now been in 
use by Supply Companies for many years. 

LTD., ^ 155 CHARING CROSS ROAD, LONDON, W.C.2 
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RAWLDRILLS 
ISLE BRILLS 
TUBULAR DRILLS 
STAR BRILLS 

B 231 


P s[ addition to being the manufacturers .of Rawlplugs 
and other well known fixing devices* the Rawlplug 
Co., Ltd., have for many years made a wide range of 
boring tools. Introduced originally to make the holes to 
accommodate Rawlplug Fixing devices, the range of tools has been extended year 
by year until today there is a Rawlplug boring tool suitable for boring holes of 
all sizes in all materials. 


In order to bring Rawlplug Tools to their high standard of efficiency, thousands of 
pounds have been spent in research, with the result that the tools are manufactured 
from a special steel, produced to our own secret formula. This special steel ensures both 
efficiency and long life. Please write today for fully illustrated literature of complete range . 

THE RAWLPLUG CO. LTD., CROMWELL ROAD, LONDON, S.W.7 
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MODEL N? 11 
ISE AUTOMATIC TAPE TRANSMITTER 



ILLUSTRATED are some 
of the instruments manu¬ 
factured to provide printing 
telegraph machines to meet 
all modern communication 
requirements. 



J MODEL N9IT. MORSE TAPE PRINTER ,-T 


ID, 


SEED & CO, L 


Telephone:— Telegraph House Telex:— 

Croydon 2121 CROYDON Croydon Telex 1082 
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SELENIUM RECTIFIERS IN SERVICE 



_ 


STARTING 


OF 


INTERNAL COMBUSTION 


— 


- 


O WING to its good regulation and relatively small size and weight, the Standard 
Selenium Rectifier is particularly suitable for replacing a battery when heavy 
currents are required for short periods. The illustration shows one of a 
group of portable units employing Selenium Rectifiers for starting aeroplane 
engines in the field, and marketed by Messrs. 

Rotax Ltd. This unit has a normal output of 
300 amperes at 12 volts or 150 amperes at 
24 volts, and much heavier currents can be 
drawn momentarily. Similar units of non-portable 
type are in service for starting engines on the 
test bench. Full particulars of these starters will 
be supplied on application. 

Standard Telephones and Cables Limited 

OAKLEIGH ROAD, NEW SOUTHGATE, LONDON 1 , N.ll 

TELEPHONE: ENTERPRISE 1234 
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New Developments in Power Circuit Guarding r. e. rimes, bsc 

U.D.C. 621.315.1 : 621.316.963 

New joint high and low voltage overhead power distribution systems have necessitated a review of Post Office regulations 
regarding separating distances and guarding. Details of tests made and of the new regulations are given. 


Introduction 

URING the last few years there has been 
considerable growth in the number of over¬ 
head power lines erected in rural areas, and 
development continues. The supply of electricity to 
outlying villages and small hamlets, mainly for 
domestic purposes, has greatly increased the diffi¬ 
culty of maintaining the voltage drop within the 
statutory limit of ± 6 per cent, of the declared 
voltage. The power undertaker has at his disposal 
several ways of meeting this difficult}^, but much 
depends upon the character of the area to be served. 
In compact villages the high voltage supply can be 
brought to the outskirts of the village and low voltage 
distribution conveniently extended with little or no 
difficulty as regards voltage drop. Other areas to 
be served may consist of scattered houses and farm¬ 
steads, making it necessar}^ to bring into use heavier 
conductors for distribution purposes than would 
otherwise be needed. Alternatively existing single 
phase distribution lines can be converted to 3-phase 
working with balanced loads, or a high voltage feed 
to the area can be extended to additional step-down 
transformers situated near the load centres. In all 
cases the revenue to be obtained from these new 
areas of supply will obviously be small, and 
consequently permissible expenditure is small. 

The system of distribution which has recently 
been developed by several large power undertakers is 
similar to that which is in extensive use in America, 
and has been made possible in this country by some 
relaxation of the Electricity Commissioners’ regula¬ 
tions governing high voltage lines. To encourage the 
development of the new schemes, the Electricity 
Commissioners have given their special consent to 
the erection of smaller line conductors than had 
hitherto been permissible, thus making it possible 
in certain circumstances to run high voltage feeders 
on existing poles carrying low voltage distributors. 
It was soon realised, however, that in many situations 
in which P.O. plant was involved, little use could be 
made of the Electricity Commissioners’ relaxed 
regulations, unless the P.O. rules regarding separating 
distances and guarding could also be somewhat 
relaxed. Accordingly, the arbitrary P.O. rules were 
very carefully reviewed to see how they could be 
re-framed to suit the new conditions without 
sacrificing safety. 


Joint H.V. and L.V. Distribution. 

The new system of distribution provides for the 
extension of an existing high voltage feed via con¬ 
ductors erected wherever possible on the same poles 
as the low voltage distributors, the voltage being 
stepped-down by pole-mounted transformers at, or 
near, the load centres as desired. The high voltage 
extension feeders operate at voltages not exceeding 
6-6 lcV to earth. To meet the requirements of sparsely 
populated areas single phase feeders are provided, 
and the system is worked with one conductor earthed. 
The earthed line is run vertically below the live 
conductor, and consequently acts as a guard wire, 
an essential safeguard for the public where the lines 
run along the highway. A typical example of a 
single phase 6-6 kV single phase line showing this 
type of construction is seen in Fig. 1. 


■j 



Fig. 1.—Typical 6-6 kV Single Phase Line. 
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Fig. 2.—6*6 kV Single Phase Feeder with Low Voltage 
Distribution on Same Pole. 

Fig. 2 shows a 6-6 kV single phase feeder with 
single phase low voltage distribution on the same 
pole. 

The application of the existing Post Office regula¬ 
tions as regards physical clearance would have the 
effect of prohibiting the erection of these light rural 
high voltage lines on many relatively narrow country 
roads already occupied by Post Office overhead 
routes. Moreover, the provision of elaborate cradle 
guards at crossings or the underground cabling of 
the Post Office wires to meet the De¬ 
partment's requirements would probably 
defeat the power undertakers' purpose 
of cheapening erection costs. 

The Department's contribution to the 
arrangement was a relaxation of the 
existing Post Office regulations as regards 
permissible separating distance and pro¬ 
tective measures to be applied at 
crossings. 

Distance between Power and P.O. Lines . 

So far as separating distance is con¬ 
cerned there has been no departure from 
the basic principles which have been 
followed for more than 30 years, namely, 
that high voltage power lines and tele¬ 
graph and telephone lines should be so 
placed that neither line shall foul the 
other in the event of one of them 
overturning. Where, however, it had 
previously been considered necessary 


to .make an allowance for the possibility of 
comparatively light telephone wires being blown 
on to the power lines in a high wind by calling 
for a minimum separation equal to one and 
a half times the height of the telephone line, 
provided that this clearance was greater than the 
height of the power line, the new special P.O. require¬ 
ments provide that the separation shall be such that 
“ if the power line overturns in the direction of the 
Post Office line, no part of any non-earthed conductor 
of the high voltage system shall pass within 6 ft. 
of any Post Office wire, and conversely if the Post 
Office line should overturn in the direction of the 
power line no part of any Post Office wire shall pass 
within 12 ft. of any non-earthed power conductor." 

In formulating this new rule an effort has been 
made to take into consideration the actual travel 
of an overturning route, and to make sufficient 
allowance for the flying-out of broken wires on either 
route under gale conditions. 

Tables have been prepared which give the required 
separation with given pole heights to conform with 
the new clearance rules, although the same object 
can be achieved by a nomogram or specially 
constructed slide rule. The latter method has been 
adopted by several power undertakers, but the 
process involves the evaluation of the expression :— 

c = 's/ d 2 -f- b 2 - a 

where three of the terms are known (see Fig. 3). 
It will be seen that the value of “ a " will be 6 or 
12 according to which pole is assumed to overturn. 

Where an existing low voltage power line is to be 
modified to carry high voltage conductors in addition, 
the factor “ d " needs to be determined from known 
values of “ a," “ b " and “ c." 

Where both lines must occupy opposite sides of 
a public road other considerations, however, arise. 
It is an established principle that telephone or 
telegraph wires must always cross below high voltage 
power conductors, and consequently the power poles 
must be of such a height that when they carry a full 
complement of wires including low voltage distri- 



Fig. 3. —Distance between Power and P.O. Lines. 
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butors, it will still be possible for the Post Office to 
run subscribers' services across the road and thence 
under the power wires with adequate clearance, 
above the road and below the power conductors. 
This double requirement sometimes necessitates a 
higher power pole which, however, itself leads to the 
need for greater separation than the limits of the 
public road permit. Where no solution of this 
difficulty can be found by setting back a few P.O. 
poles, alternative routing of the high voltage line 
may become unavoidable. 

To reduce the clearance without increasing the 
risk of contact, attachment of P.O. subscribers' 
wires to the power poles at crossings is regarded as 
the best solution. Consequently, the new P.O. 
requirements are that it shall be possible to attach 
subscribers' drops to power poles up to a maximum 
of four single P.B.J. covered wires or four twin 
P.B.J. covered wires, with certain safeguards. 

Protection Against Leakage. 

In the event of leakage over the insulators sup¬ 
porting the high voltage conductors, an appreciable 
voltage drop may appear on the pole itself; but 
to guard against this condition it is a requirement 
that the metal work supporting the insulators to 
which the earthed high voltage conductor is attached 
shall be electrically connected to the earthed high 
voltage conductor. Furthermore, the power under¬ 
taker must ensure that under normal conditions the 
earthed phase of the high voltage system shall not 
at any point attain a voltage to earth exceeding 
60 V. 

The earthed conductor is accepted as a guard wire 
provided it is in the same vertical plane and imme¬ 
diately below the live conductors. If any other 
formation is adopted which may render the guard 
wire ineffective, a conductor-catching device elec¬ 
trically connected to the earthed conductor must 
be fitted under each live line at each end of the span 
on either side of the attachment pole. The device 
normally consists of a series of vertical galvanised 
iron spikes welded to a horizontal arm and bracket 
for attachment to the pole. The bracket projects 
about 2 ft. out from the pole, in such a position that 
the spikes are approximate^ 6 in. below the live 
H.V. conductors. Where low voltage distributors 
or consumers' service wires are also attached to the 
pole, the neutral or earthed conductor must occup}^ 
the lowermost position ; and provided that all the 
conductors are in vertical formation the neutral or 
earthed conductor may be regarded as a guard wire 
for the prevention of direct contact between a falling 
live low voltage conductor and the telephone wires 
below. If any other arrangement is used the live 
low voltage conductors must be insulated. 

To reduce further the risk of leakage to the pole 
from faulty insulators, the end of the binding wire 
on the bare neutral low voltage conductor is taken 
under the nut at the bottom of the pin supporting 
the insulator to bond the metalwork to the low 
voltage earthed wire. If there are no low voltage 
conductors to be provided on the pole the metal 
brackets for supporting the P.O. insulators must be 
separately earthed at the base of the pole, and 


some form of barrier such as an earthed guard wire 
fitted immediately above the telephone wires to 
prevent the Department's linemen touching any 
power wires above the telephone wires. 

It is a rigid requirement that the telephone wires 
where they are attached to the power undertaker's 
pole shall be insulated with a covering of P.B.J., 
because a light bare telephone wire is liable to be 
blown about by high winds into dangerous proximity 
to the power wires. The P.B.J. covered telephone 
wires should be attached to the pole not less than 
1 ft. 9 in. below the neutral or earthed low voltage 
conductor, and not less than 3 ft. below the earthed 
high voltage conductor. 

There must always be a “ DANGER" notice 
between the telephone wires and the lowest power 
conductor. A typical example of attachment of 
telephone wires to a pole carrying a single phase 
6*6 kV and single phase low voltage line is shown 
in Fig. 4. 



Fig. 4. —Attachment of Telephone Wires to Pole 


CARRYING 6-6 kV AND LOW VOLTAGE LlNES. 

Tests with Falling Conductors. 

Since the P.B.J. insulation on the telephone wires 
can afford no protection against high voltage the 
possibility of contact between a high voltage con¬ 
ductor and the telephone wires calls for careful 
consideration. Tests on a representative type of 
power line construction have been made to determine 
as far as possible the travel of a falling high voltage 
conductor. As a first consideration it may reasonably 
be assumed that breakage of the conductor will 
generally occur at or near the binding to its sup¬ 
porting insulator. For the tests, therefore, it was 
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arranged to cut the conductor near the insulator and 
to record by a relay set giving visual indication the 
number and order of any contacts, and to obtain 
contact times from an oscillographic record. A 
schematic arrangement for the test is shown in Fig. 5. 


- 

/EARTHED GUARD ^25*7"HV.WIRE. 
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\ ' o 

__J ^24*1 HV. EARTHED 
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The relay set recorded on a series of coloured lamps 
the sequence in which contacts occurred. Seven 
successive breaks were made, the conductor being 
re-erected to normal sag after each test. Alternative 
forms of earth bar were tried, and the last two tests 
were made after the conductor had been strained. 
The telephone wires consisted of a pair of 40 lb. 
cadmium copper wire run out for a distance of 
15 ft. under the high voltage conductors, and cross- 
laced at intervals of 1 ft. to ensure that a contact 
would be recorded even though the falling conductor 
would, under the conditions of test and in the absence 
of the cross-lacing, have fallen between the wires. 
The most significant result of the tests was the 
consistent recording of contact between the falling 
H.V. conductor and the earthed conductor before 
contact was made with the earthed bar at the end 
of the span remote from the break. With the 
earthed conductor in position no contacts with the 
telephone wires were recorded, irrespective of whether 
the conductor under test had been previously strained 
or not. One contact with the telephone wires was, 


however, registered after the earth conductor had 
been removed and the high voltage conductor under 
test had been previously overstrained. An average 
time interval of 240 millisecs or approximately J sec. 
elapsed between the cutting of the conductor and 
contact with the earthed wire, and a further average 
time interval of 200 millisecs until the first fleeting 
contact with the distant earth bar was recorded. 

For several of the tests continuous contact with 
the earthed wire was registered simultaneously with 
a series of fleeting contacts with the distant earthed 
bar. The average time interval before permanent 
contact with the earthed bar was recorded was 1*7 
secs., and therefore the conductor may be regarded 
as continuously earthed throughout the period £ sec. 
after the break. The effect of omitting the spikes 
on the earthed bar is to delay the first fleeting con¬ 
tact, but to shorten the period before permanent 
contact is secured. 

The tests demonstrated that the earthed conductor 
forms an efficient guard wire, but the earthed bars 
also proved to be useful additional safeguards. In 
the normal attachment the angle between the power 
lines and the telephone wires when viewed in plan 
will not be less than 30 deg. so that there should be 
a large margin of safety from the point of view of 
possible contact due to breakage of a high voltage 
conductor at or near the attachment pole. 

Additional Safeguards. 

Where the number of wires on the Post Office route 
makes it undesirable to negotiate a crossing by 
attachment, arrangements must be made to catch 
a falling high voltage conductor, and thus to prevent 
contact with the telephone wires crossing below. To 
achieve this a cradle guard of lighter construction 
than normally employed on heavier lines is used 
consisting mainly of a duplicate earthed high voltage 
wire cross-laced in the neighbourhood of the crossing. 
A typical example of such a guard is shown in Fig. 6. 
If the power line carries also low voltage conductors 
in the crossing span the normal requirements for low 
voltage guarding must be applied additionally. 

Mention should be made of the earthing and circuit 
control on the power system. The earthed high volt¬ 
age conductor is earthed at one point only, namely, 
at the main step-down transformer, and a fuse is 
provided in each live phase. The low voltage 
conductors are fused on the L.V. side of the 6*6 
kV/L.V. pole-mounted transformer at which point 
it has been the common practice to earth the neutral 
of the L.V. system. As it is necessary to earth the 
transformer tank at the pole there would be a risk 
that the potential of the low voltage system with 
respect to earth may rise considerably on the occur¬ 
rence of a high voltage fault to the earthed tank. 
This risk is obviated by connecting the low voltage 
neutral to earth at a point at least one span away 
from the transformer pole. 

The provision of self-reclosing circuit breakers 
avoids transitory interruptions in the supply due to 
such line trouble as may be caused by birds or accu¬ 
mulation of wet straws or hay blown by the wind on 
to the line wire near the insulators and metal- 
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work ; but in the event of breakage of a live high 
voltage conductor it is reasonably assured that 
contact will first be made with the earthed con¬ 
ductor and continuous contact later with the earthed 
bar, thus tripping the circuit breaker permanently 
or blowing a fuse that was not blown by a fleeting 
contact. 

The short-circuit current on these light rural lines 
is relatively small, and consequently serious longi¬ 
tudinal voltages will not be induced in telephone 
circuits paralleling the power lines. 


Noise interference by electro-magnetic 
induction into the untransposed loop 
of neighbouring telephone circuits is 
similarly unlikely to arise. So far 
no case of noise interference with the 
telephone system has arisen, and cal¬ 
culation shows that the voltages 
induced electro-magnetically are not 
likely to produce any trouble. However, 
it would appear that the voltages on 
the telephone wires arising from electric 
induction may approach the limits of 
safety for P.O. personnel if the parallel 
is as long as two miles at normal 
roadway separation. Such extensive 
parallels have not been encountered, 
but experiments are in hand to verify 
these calculations and to determine 
the limit of power system voltage 
and length of parallel which can be 
permitted. 


Conclusions. 

The erection of high voltage power 
lines along, the side of public roads in close 
proximity to telephone and telegraph poles and wires 
calls for a high standard of maintenance to ensure 
that the required factors of safety are maintained. 
Furthermore, close co-operation between the power 
undertaker and the Post Office is essential at the 
planning stage if both services are to be developed as 
economically as possible. 

Thanks are due to the Central Sussex Electricity 
Co. for their co-operation in the tests on falling 
conductors. 



Fig. 6.—Cradle Guard for High Voltage Conductor crossing 

P.O. Wires. 


Carrier Frequency Synchronisation 

The introduction of 2 V.F. signalling on trunk 
routes will make it necessary to provide synchronis¬ 
ation of carrier frequencies on all carrier systems 
over which the new signalling scheme will operate. 
Efforts have already been made to maintain the 
carrier frequency errors as small as possible on all 
systems because of their effect on speech transmission, 
and more particularly on V.F. telegraphs. The 
requirements of the 2 V.F. signalling system are, 
however, such that in order to ensure satisfactory 
working at all times a programme of complete 
carrier synchronisation was decided upon. 

The first installation of the signalling equipment 
was put in service on the London-Bristol-Plymouth 
route in July, 1939, and, consequently, carrier 
synchronisation has been provided on the 12-channel 
carrier systems on this route in advance of a decision 
as to the most suitable method of synchronisation 
for standardisation. The method adopted in this 
case is, briefty, as follows :— 


A pilot signal of 9 and 10 kc/s tones derived from 
a standard 1 kc/s supply is transmitted from London 
over a London-Bristol system. A pilot signal of this 
nature can evidently be used on a working system 
without interference with the traffic channels. At 
Bristol this signal is demodulated, producing a 
1 kc/s tone; this is then converted to 4 kc/s 
and used to lock the master 4 kc/s oscillator. 
From the output of this oscillator, a 4 kc/s pilot 
signal is sent over a working system to Plymouth, 
where it is used to lock the master oscillator there. 
The whole system is in this way locked to a standard 
1 kc/s tone at London. The above scheme has been 
set up without difficulty and is now working satis¬ 
factorily in service. No spare equipment is yet 
provided, however ; ultimately, automatic change¬ 
over facilities will be provided. Also, the system 
will be extended to Birmingham. 

It is hoped to publish an article giving details of 
this scheme at an early date. 
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The Essential Characteristics of 
Television Circuits 

U.D.C. 621.397.2 : 621.397.8 


R. F. J. JARVIS, Ph.D., and 
E. C. H. SEAMAN, b.sc. 


A brief summary of the published data regarding the characteristics of various television circuits is given but no tests to 
determine the deteriorating effect of circuits with various known responses have yet been made. Three methods are suggested, 
however, whereby this problem can be analysed. The results of tests of the interfering effect of random and single frequency 
noise are given and values for overall gain stability are suggested. It is suggested that non-linear distortion in circuits not 
employing frequency translation should be defined by graphical limits to the output versus input voltage characteristic of the 

circuit. 


Introduction. 

HEN new systems of communication are 
developed the need soon arises for a know¬ 
ledge of the limits which must be imposed 
on the characteristics of the system to achieve the 
desired results. For television systems it was some 
time before the need for a proper knowledge of such 
limits was fully appreciated and before it was even 
fully realised what a wide frequency band-width 
was necessary to achieve good definition. No com¬ 
plete scientific stud}'' of this problem has yet been 
published, and it is proposed in this article to indicate 
several methods by which the permissible limits of 
attenuation and phase response of a television system 
might be determined and to give a brief summary of 
the limits of signal-to-noise ratio found to be necessary 
experimentally. The article is intended to be only a 
preliminary examination of the subject and a con¬ 
siderable amount of work remains to be done to carry 
out. all the suggestions outlined for determining the 
desired limits of attenuation and phase response. 
The limits which are examined are those which 
must be applied to the overall circuit from the picture 
producing source to the received picture. The effects 
of aperture distortion at the transmitter and receiver 
are not separately considered as aperture distortion 
can be regarded as part of the electrical circuit 
distortion, the effects of aperture distortion being 
reproducible by electrical circuits and also capable 
of correction by such circuits. The final division of 
the overall limits between the various parts of the 
circuit is not considered, and is, of course, a question 
which must ultimately be determined largely on 
economic grounds. 

The Essential Characteristics . 

The usually accepted essential characteristics of a 
television circuit on which limits should be imposed 
are :— 

(a) The frequency band for which limits of response 
are to be specified. 

(b) The attenuation-frequency response in this 
band. 

(c) The phase delay-frequency response over this 
band. 

(d) The minimum signal-to-noise ratio with various 
types of noise. 

(e) The overall gain stability. 

(/) Non-linear distortion. 

It will be noted that the first three of these 
characteristics are stated in terms of the steady state 
frequency response of the circuit. These characteristics 


can be replaced by a single characteristic, namely 
the time response of the circuit to a unit impulse 
voltage applied in the transmitting branch, and the 
use of this characteristic as an alternative to (a), 
(b) and (c) will be considered briefly. 

The Effective Frequency Band-width Necessary 

In order that the average brightness of the picture 
may be faithfully reproduced it is necessary to 
transmit all lower frequencies down to and including 
zero. The lower frequencies can, however, be at¬ 
tenuated and the D.C. or zero frequency component 
completely removed in one part of the circuit, provid¬ 
ing these are reconstituted later by bringing the 
bottoms of the synchronising pulses, or the black 
level in the picture signal, to a constant level by a 
rectifier circuit. If such reconstitution is carried out 
the allowable loss at low frequencies depends partly 
on the efficiency of the D.C. restoring circuit and 
partly on the maximum permissible reduction of 
brightness across the picture. With the most efficient 
D.C. restoring circuits the latter is the predominant 
factor. If the low frequency loss is brought about by 
a single resistance-capacitance coupled stage of 
amplification with a loss of 3 db. at 50 c/s, the change 
of brightness across the picture is approximately 
3 per cent, in 405 line pictures with a picture frequency 
of 25 c/s. This change of 3 per cent, has been regarded 
in some quarters as the maximum tolerable. 

Various methods have been suggested for estimat¬ 
ing the maximum frequency which it is desirable to 



Fig. 1.—Division of the Picture into Black and White 
Squares, with Sides equal to the Line Thickness. 
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transmit. The usual method is to consider a picture 
consisting of alternate black and white squares, 
the side of each square being equal to the thickness 
of a line, as shown in Fig. 1. Such a picture has equal 
fineness of detail in the vertical and horizontal 
directions, and the detail in the vertical direction is the 
finest possible with the line structure employed in 
scanning. 

Let b = width of visible picture, 
h = height of visible picture, 
r = aspect ratio = b/h. 
n = total number of lines. 
n p = number of lines in the visible picture, 
d = thickness of a line = h/n p . 

time taken to scan visible part of line. 

a = ----- 

total periodic time of each line. 

0 =n P /n. 

f p = number of pictures per second. 

Then the total number of squares having sides equal 
to the thickness of a line, in the visible part of a line 

bn p 

h 

The time taken to scan the visible part of the line 

= ——— seconds 
f P n 

and the time taken to scan two elementary squares is 

a 1 bn D 2 ha 

7 — -r- h ~-' seconds. 

f p n 2 h f p bn n p 

Hence the fundamental frequency obtained by 
scanning the black and white squares is 

^ . r f p n 2 cycles per second .( 1 ) 

In the E.M.I. system employed at Alexandra 
Palace 1 

a = 0-845 f p = 25 

/3 = 0-951 n = 405 

r = 1-25 

and the frequency given by equation ( 1 ) is 2-88 Mc/s. 

It has been suggested that equation ( 1 ) gives the 
maximum frequency necessary to ensure equal 
definition in the horizontal and vertical directions, 
but there is some doubt about this point. For 
example, if the spot scanning a picture of the form 
shown in Fig. 1 is moved downwards by the thickness 
of half a line the signal obtained will be a constant 
level and the picture at the receiver will consist of 
a uniform grey surface. On the other hand if all 
the black squares are arranged in vertical rows, so 
that the picture consists of alternate black and white 
vertical bars, the fundamental frequency produced 
by scanning is given by equation ( 1 ) irrespective of 
any vertical displacement of the scanning spot. 
If the picture being scanned consists of horizontal 
black and white bars of thickness equal to the line 
thickness, the resultant picture at the receiving end 
may consist of a true replica of the picture being 
transmitted, or of a uniform grey surface, or of a 
result between these two extremes, depending on the 

1 1.E.E.J., Vol. 83, pp. 758 801. 


vertical position of the scanning spot at the trans¬ 
mitter relative to the horizontal lines being scanned. 
This suggests that, from the point of view of resolu¬ 
tion of detail, a system having a maximum effective 
frequency of transmission given by equation ( 1 ) 
will give, on the average, a better definition in the 
horizontal direction than in the vertical. From the 
point of view of minimum transition distance on the 
picture from full black to full white, or vice-versa, it 
will be shown later that, for the maximum frequency 
given by equation ( 1 ), this distance is equal to the 
thickness of a line in the horizontal direction, while 
it is clear that in the vertical direction it may lie 
anywhere between zero and the thickness of a line, 
depending on the position of the scanning spot 
relative to the horizontal black and white edge being 
scanned. Thus from this point of view the definition 
in the vertical direction is, on the average, better 
than that in the horizontal direction in a system 
having a maximum frequency given by equation 
( 1 ). It would appear that, on the whole, this 
frequency is a good compromise to the value required 
to obtain approximately equal resolution of detail 
and sharpness of black and white edges in the vertical 
and horizontal directions. It has been suggested 
that it may not be desirable to aim at equal definition 
in the two directions, but it is not proposed to discuss 
this in the present article. 

Limits Attained in Various Practical Television 
Circuits. 

Before considering the limits of attenuation and 
phase delay which are desirable, it is proposed to give 
a brief summaiy of the limits which have been attained 
in various television circuits, according to published 
data. 

According to data regarding the modulation 
amplifiers in the Marconi-E.M.I. 405 line transmitter 
at Alexandra Palace , 2 the overall attenuation 
response of these amplifiers was flat to within 
Az 0-05 db. at frequencies up to 1 Mc/s, and to 
within zb 0-1 db. at frequencies up to 2-5 Mc/s. 
Data regarding the output stage and aerial system 
of this transmitter 3 show that the input impedance 
at the transmitter end of the aerial transmission line 
with the aerial connected varied between 73 and 
830 over the frequency range from 43 to 47 Mc/s 
(i.e., 45 zb 2 Mc/s). The output impedance of the 
output stage of the transmitter feeding this line is 
fairly high compared with 780 and the loss on the 
transmission line is only about 0-2 db. It therefore 
follows that the overall fidelity of the Alexandra 
Palace transmitter from the output of the modulator 
to the modulated aerial current must have been 
flat to within zb 0*5 db. over the modulation fre¬ 
quency range 0—2 Mc/s. Thus allowing for the 
zb 0-1 db. in the modulator the overall fidelity of 
the transmitter must have been flat to within zb 0 - 6 db. 
from 0 to 2 Mc/s. 

The results obtained on the Marconi-E.M.I. 
balanced cable television system in London are 
also of interest in this connection. This network 


2 Loc. cit. 

3 I.E.E.J., Vol. 84, pp. 448, 467. 
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consists of one repeater section miles in length, 
and another repeater section of variable length up 
to a maximum of 8 miles. When first set up with a 
length of 4*3 miles in the variable section, the overall 
attenuation of the system was constant to within 
± 0*5 db. from 50 c/s to 2-0 Mc/s. The overall 
phase characteristic of the system was not measured 
but the designers stated that a phase shift linear 
to within ± 3° had been aimed at to as high a 
frequency as practicable, although this was probably 
not obtained up to 2 Mc/s. When this network was 
properly adjusted it was very difficult to detect any 
difference between the transmitted and received 
picture. 

Some details of the early German experiments on 
the transmission of 180 line pictures by cable were 
given by A. Agricola. 4 The vision frequency band 
width was only 500 kc/s, the television signal being 
transmitted on the cable as a single sideband modula¬ 
tion for a 800 kc/s carrier frequency. The measured 
precision of correction of attenuation distortion over 
two repeater sections, each of about 22 miles in 
length, was dr 1*2 db. within the frequency range 
800-1,300 kc/s, and it was stated that the quality of 
the transmitted and received pictures was in¬ 
distinguishable. The differential delay was corrected 
to within dr 0*05 /zS, which was considerably better 
than was really essential for the definition employed. 

In 1937 the Bell Telephone Laboratories made 
experiments on the transmission of 240 line television 
signals on a coaxial cable circuit between New York 
and Philadelphia. 5 In these experiments single side¬ 
band transmission was employed with a carrier 
frequency of 144 kc/s and a vision frequency band of 
800 kc/s. The overall attenuation on the line was 
equalised to within drl*2 db. in the transmitted 
frequency range. The overall phase delay character¬ 
istic over the same range was equalised to within 
±0*3 jzS., which corresponded to the time taken to 
scan half the width of a picture element. It was 
claimed that the quality of the received picture was as 
good as that of the transmitted picture. 

It will be seen later that it is probably undesirable 
to endeavour to define the limits of attenuation and 
phase delay in terms of single figures applicable 
over the whole frequency range, as in the examples 
quoted above. Experiments carried out by the 
Post Office on transmission of television signals on 
coaxial cables have shown that a given departure 
from flatness of frequency response has a much more 
marked effect on the picture if it occurs in the region 
of 10-500 kc/s than it does at the top end of the vision 
frequency spectrum, i.e., about 2*5 Mc/s for 405 line 
pictures. 

Experimental Determination of the Desirable 

Limits of Attenuation and Phase Delay. 

Apart from the general experience obtained with 
television circuits the allowable limits in the 
attenuation and phase delay characteristic of a tele¬ 
vision circuit might be determined experimentally 
by passing high quality television signals through 

4 T.F.T., Dec., 1937. 

5 Bell Lab. Record, Vol. 16, pp. 188, 195, and Elec. Eng., 

June, 1938, p. 249. 


various networks by which variations of these 
characteristics could be produced, and their effect 
on various types of picture noted. It will be 
appreciated that a very large number of observations 
would be required and the quality of the test signal 
would have to be as high as possible so that the 
deteriorating effects of the circuit were fully apparent. 
Although observations of this type will ultimately 
have to be made it is thought that simpler and 
more fundamental methods of estimating the 
permissible limits are desirable initially. In this 
connection it is advisable to point out here that the 
attenuation and phase delay characteristics of a 
physical circuit are not mutually independent, and 
this must be borne in mind in the analysis of the 
problem. 

A method is suggested in the next section for 
determining the allowable limits of attenuation and 
phase distortion by anafysing the effects of imperfect 
transmission at single frequencies. Circuits producing 
distortion only over a narrow band of frequencies 
might be usefully employed in a direct experimental 
determination of the allowable limits of attenuation 
and phase distortion with different types of picture. 
It appears desirable that the observers employed 
in this type of test should be unbiased by any scientific 
knowledge of the subject so that their view shall 
represent, as far as possible, that of an average 
member of the public. 

Determination of the Desirable Limits of Attenuation and 

Phase Delay based on the Analysis of the Circuit 

Response to Square Waveform Signals. 

A television signal produced by scanning a fixed 
picture can be analysed by Fourier analysis into single 
frequency components which are harmonics of the 
picture frequency. In general, those components 
which are multiples of the line frequency have the 
maximum amplitudes, and the amplitudes decrease 
with increase in frequency. If, however, the picture 
consists of vertical black and white bars, a large 
amount of energy may be concentrated at high 
frequencies, depending on the width of the bars. 
Such picture signals would, therefore, appear to be 
very suitable for examining the effect of variations 
in the high frequency response of the circuit and this 
method has been applied by F. Ring. 6 Ring assumed 
the new German standard of 441 lines, 25 pictures per 
second and 4 by 10 6 picture elements per second. 
It is interesting to note here that 4 by 10 6 picture 
elements per second is smaller than the number of 
black and white squares scanned per second calcu¬ 
lated according to Fig. 1. If the picture aspect ratio 
is to be 4/3, and /3/a (see equation 1) is assumed to be 
unity, the latter number would be 6*48 by 10 6 , and 
if the definition is to be the same in the horizontal 
direction as in the vertical direction this number is 
probably required. If only 4 by 10 6 picture elements 
per second are considered necessary the maximum 
frequency that must be transmitted need only be 
2 Mc/s, but if 6*48 by 10 6 picture elements per second 
are necessary the maximum frequency must be 
3*24 Mc/s. Ring then assumed that the picture con- 

6 Fernsehen ttnd Tonfilm, May, 1938. 
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sisted of alternate vertical black and white bars, 
each 9 picture elements in width, the type of picture 
being illustrated in Fig. 2. When a picture of this 



type is scanned the picture signal resulting has the 
form of a periodic rectangular wave as shown in 
Fig. 3. This, of course, illustrates the “ picture ” 



Fig. 3.—Signal Produced by Scanning Fig. 2. 


signal, the synchronising pulses normally placed 
below the black level being omitted. This rectangular 
periodic signal can be expanded by Fourier analysis 
into the following form :—■ 


E = A + — 

77 


sincot + i sin 3cot -f- ? sin 5 eot+. 
o 5 


.( 2 ) 

where 2A = overall amplitude between black and 
full white, generally known as the 
“ double amplitude peak ” magnitude 
of the signal. 


and o> = 277 X the fundamental frequency. 


In the example taken by Ring the fundamental 
frequency was 222*2 kc/s. He then assumed that 
all harmonics above the 9th, corresponding to the 
fundamental picture element frequency of 2 Mc/s 
(4 by 10 6 picture elements per second) were completely 
eliminated by the transmission path, and considered 
the shape of the wave received over transmission 
paths with various attenuation and phase character¬ 
istics in the frequency range 0 to 2 Mc/s. 

The waveform of the received wave when all 
frequencies up to 2 Mc/s are faithfully transmitted is 
shown in Fig 4. It will be noted from this that the 
received signal rises nearly to its maximum value in 
a time equal to the duration of a picture element, 


i.e., J [jl S. in this-case. This time is, of course, half 
the periodic time of the maximum frequency trans¬ 
mitted (i.e., 2 Mc/s). It will also be noted that the 
amplitude overshoots its average value (over one 
complete half-cycle) by 8*7 per cent., and that the 
amplitude oscillates about this average value with 
a quasi-period of about \ /xS., i.e., the periodic time 
of the maximum frequency transmitted. This 
oscillation of amplitude may be visible in a receiver 
with a well focused spot, and the sharp transition 
from white to black, or vice versa, in the received 
picture may be followed by a vertical striation of 
diminishing magnitude. Ring did not discuss this 
aspect of the result in his article, and the result 
should be compared with the similar result obtained 
later in discussing the transient response of a tele- 



Fig. 4. —Wave Form of Signal formed by the First 
Nine Harmonics of a Rectangular Wave. 


vision circuit. In addition to working out the wave¬ 
form of the received signal obtained with perfect 
transmission up to 2 Mc/s., Ring also worked out 
this waveform for the following transmission 
characteristics :— 

A. With constant phase delay :—• 

(a) Attenuation rising linearly with frequency 
by a total amount of 0*9 or 1*4 nepers in the 
frequency range 0 to 2 Mc/s. 

(b) Attenuation falling linearly with frequency 
by a total amount of 0*4 or 1*0 nepers in this 
frequency range. 

B. With constant attenuation :— 

(a) Group transmission time or differential delay 
(df}/daj) rising linearly with frequency to values 
of f, J, 1 and li /xS. at 2 Mc/s. 

(b) Differential delay rising quadratically with 
frequency to values of f, | and § /xS. at 2 Mc/s. 

( c) Differential delay rising with the square root 
of the frequency to values of f and /xS. 
at 2 Mc/s. 
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(id ) Differential delay a minimum in the middle 
of the frequency range and rising quadratically to 
maximum values of f and -ft- /jl S. at the edges 

(e) Group transmission time a minimum at ^ 
of the maximum frequency and rising quadratically 
to a maximum value of 1 and 1^ /jl S. 

Waveform curves for all the above conditions were 
published, but in this article no definite conclusions 
were drawn regarding the allowable limits. The 
attenuation and phase response of a passive network 
are not mutually independent, a fact which will be 
apparent later in equations 16, 17, 18 and 19. It is, 
therefore, doubtful whether the combinations of 
attenuation and phase response assumed by Ring are 
phj'sicallv realisable in practice in linear, passive 
networks. 

It would appear that if conclusions are to be 
drawn from the waveforms determined in this manner 
they must be based on the following considerations :—- 

(a) The minimum perceptible difference in 
brightness for various average brightness values, 
if perfect results are desired. Alternatively, the 
maximum permissible variation in brightness in 
parts of the picture which should be of even 
brightness, if the results are to be of an acceptable 
standard. 

(b) The minimum rate of change of brightness 
permissible at a black and white edge. 

According to Fechner’s law the minimum per¬ 
ceptible percentage difference of brightness is nearly 
constant over a wide range of brightness and is equal 
to about 1-2 per cent. Although no separate tests 
have been made by the Post Office specially to 
confirm this, the results of tests indicate that noise 
is just visible with a ratio of double amplitude peak 
picture signal to peak noise of about 42 db. at the 
grid of the cathode ray tube with random noise and 
about 48 db. with single frequency noise. A ratio 
of 46 db. would indicate a minimum perceptible 
percentage difference of brightness of 1 per cent, 
and 40 db. of 2 per cent. The maximum tolerable 
difference of brightness in parts of the picture which 
should be of even brightness is probably of the order 
of 3 per cent. This figure is suggested by the minimum 
tolerable signal/noise ratios obtained in the above- 
mentioned tests. 

With regard to the minimum rate of change of 
brightness at a black and white edge it is obviously 
desirable that the time taken to change from nearly 
full white to nearly full black, or vice versa, should 
not greatly exceed the time required to scan a distance 
equal to the thickness of the line, if the definition 
in the horizontal direction is to be as good as that 
in the vertical. It is interesting to note that this 
standard would be reached if perfect transmission were 
obtained up to the frequency given by equation (1). 

If limits of this type are to be imposed on the 
shapes of the received waveforms obtained with 
rectangular transmitted waveforms then the received 
waveform must lie within limits such as those sug¬ 
gested in Fig. 5. It is clear that one method whereby 
the permissible limits of attenuation and phase 
distortion could be determined would consist of 



Fig. 5.—Limits of the Received Waveform of a 
Rectangular Transmitted Wave. 


assuming a range of response waveforms within these 
limits and analysing these by Fourier analysis. 
By comparing the magnitudes and phases of the 
harmonic components of the received wave with those 
of the rectangular transmitted wave the limits of 
attenuation and phase distortion at various parts of 
the frequency spectrum might be determined. The 
process would be repeated for a range of fundamental 
transmitted frequencies. It is interesting to note here 
that this process is essentially the same as that 
suggested later in dealing with the problem from the 
point of view of the indicial transfer admittance of 
the circuit. The latter method is, in effect, a special 
case of that considered above in which the periodic 
time of the transmitted rectangular wave is taken as 
infinite. The limitations pointed out later in this 
article in connection with the determination of 
limits of attenuation and phase response from the 
limits of transient response may also apply here to 
the square waveform response, and this must be 
considered in further study of the problem. 

Determination of the Allowable Limit of Attenuation 

and Phase Delay based on the Interfering Effect of 

Unwanted Components Introduced by Attenuation 

and Phase Distortion. 

The method of analysing the response to rectangular 
transmitted waveforms of various frequencies 
obviously involves a large amount of labour, and a 
somewhat simpler method by which the allowable 
tolerances in the attenuation and phase response 
might be estimated will now be outlined. The method 
will be applicable either to the square waveform 
signals produced by scanning vertical black and 
white bars or to the signals obtained by scanning 
any fixed picture. 

As previously mentioned, when a fixed picture is 
scanned the signal produced can be analysed into 
single frequency components which are harmonics 
of the picture frequency, and in general those com¬ 
ponents which are multiples of, or nearly multiples 
of the line frequency have the maximum amplitudes, 
and the amplitudes decrease with increase in 
frequency. In the special case where the picture 
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consists of N black and N white vertical bars the 
fundamental frequency in the picture signal (omitting 
synchronising pulses) obtained by scanning is Nf L 
where f L is the line frequency (= nf p ). 

Now suppose that the circuit transmits all 
frequencies perfectly except that of one of the com¬ 
ponents. It is theoretically possible for such a circuit 
to exist, a simple example being indicated in Fig 6a. 
Assume that the component frequency f x say, which 
is incorrectly transmitted is represented by the 
vector OA in Fig. 6b, but that if it were transmitted 
perfectly (i.e., with the same attenuation and phase 
delay as the remaining frequencies) it would be 
represented by the vector OB. It is then clear that 
the television signal received over this circuit will 
consist of a perfect reproduction of the original 
signal together with a single frequency component 
at frequency f x represented by the vector BA. The 
effect of this component will be the same as if the 
circuit were perfect but a component of this frequency, 
magnitude and phase were introduced from an 
interfering source. Actually the interfering effect 
of the unwanted component is not likely, in general, 
to depend much on its phase, and the interfering 
effect will probabfy be much the same for any position 
of the end of the vector OA on the circle with B as 
centre and BA as radius. 

The maximum ratio which can be tolerated between 
the magnitude of BA and the double amplitude 
peak magnitude of the received picture signal can 
be determined by tests in which a varying proportion 
of the frequency f 2 is superimposed on the picture 
signal and the visible effects noted. (This is dealt with 
again later in considering signal-to-noise ratio.) 
Fig. 7 shows the results of tests made to determine the 
maximum visible and the maximum tolerable values 
of this ratio for various interfering frequencies on 
the British standard transmissions, and is referred 
to in detail later. 

The maximum ratio which can be tolerated between 
the magnitude of BA and the magnitude of OB will, 
obviously, also depend on the ratio of the magnitude 
of OB to the double amplitude peak magnitude of 
the received picture signal. This will depend on the 
nature of the picture and the frequency f r The most 
difficult type of picture to transmit probably consists 


of alternate vertical black and white bars, and the 
frequency spectrum of the signal produced by 
scanning this type of picture has already been 
examined. In this picture the ratio of the magnitude 
of the fundamental component (neglecting the 
synchronising pulses) to the double amplitude 
peak magnitude of the picture signal is —3-9 db. 
If the fundamental frequency is less than about 
500 kc/s it then appears from the results indicated in 
Fig. 7 that the maximum tolerable ratio of BA to 
OB at this fundamental frequency will be about 
0*03 or — 30 db., and the maximum phase angle 0 
(see Fig. 6b) about 2°. At 2,000 kc/s, however, the 
ratio could be 0*45 or —7 db., and the angle 0, 24°. 
On this basis, therefore, it would appear that the 
attenuation of the circuit must be constant within 
i 0*3 db. at frequencies up to about 500 kc/s, and 
that above this frequency the attenuation may depart 
from the average value below 500 kc/s by an in¬ 
creasing amount up to about ±3-2 db. at 2,000 kc/s. 
In addition the phase angle must be linear to within 



Fig. 7.—Interfering Effect of Single Frequency Noise. 

± 2° at all frequencies up to 500 kc/s, and above this 
frequency may show an increasing departure from 
linearity up to about ± 24° at 2,000 kc/s. In terms 
of phase delay these figures indicate the following 
approximate permissible variations from average 
phase delay at different frequencies. 


Frequency 

kc/s 

Permissible departure from average 
phase delay , in micro-seconds 

10 

± 0-55 

20 

± 0-28 

50 

± 0-11 

100 

± 0-05 

250 

± 0-02 

500 

± 0-01 

1,000 

± 0*02 

2,000 

± 0-03 


It should be noted in connection with the above 
figures that the tolerable limits of interference at 
frequencies above 1,000 kc/s were probably too high, 
as the focus of the monitoring receiver employed in 
their determination was not perfect. The above figures 
have been based on the maximum tolerable relative 
level of single frequency interference and must be 
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reduced by about 13 db., i.e., a ratio of 4*5, if the 
interfering effect of the imperfect transmission at 
frequency f x is to be imperceptible (see Table No. 1). 

Table No. 1 

The Interfering Effect of Single Frequency 
Interference 


Frequency of 
interference (approx.) 
kc/s 

Signal/Noise Ratio (db.) 

Visible 

Tolerable 

20-25 

49 

34 

101 

48 

36 

500 

40 

32 

1,000 

36 

27 

1,500 

31 

17 

2,000 

17 

11 

(See Note 1 ) 


Note 1.—The tolerable level was largely determined by the 
general increase in brightness of the picture due to the 
presence of the noise, which suggests that the focus of 
the receiving tube was not good enough to make the 
effects of this frequency interference fully apparent. 

The pictures formed by black and white vertical 
bars represent rather extreme cases, particularly 
when the width of the bars is only a few spot widths. 
In the latter case a large amount of energy is con¬ 
centrated at high frequencies, but in the average type 
of picture the high frequency energy is comparatively 
small, and in this case greater tolerances in the 
attenuation and phase response at high frequencies 
may be permissible. Before this aspect of the problem 
can be fully analysed a thorough investigation of the 
energy distribution in the frequency spectrum of 
television signals is necessary. 

In the above method of estimating the limits 
allowable for attenuation and phase distortion it was 
assumed that only the fundamental of the rectangular 
periodic picture signal was imperfectly transmitted. 
If two or more harmonics are imperfectly transmitted 
it is clear that the " virtual interfering components ” 
(i.e., the components represented by the vector BA 
in each case) must be examined at all the frequencies 
of imperfect transmission and the resultant of these 
components determined. It is probable that an 
investigation on these lines would show that the 
limits determined by considering only one imperfectly 
transmitted component were sometimes on the high 
side, particularly at the lower end of the frequency 
spectrum. The fact that only one imperfectly trans¬ 
mitted frequency has been considered is offset, 
however, by the nature of the picture considered in 
the above analysis. This consisted of black and 
white vertical bars of such width that the fundamental 
frequency produced by scanning them was equal to 
the imperfectly transmitted frequency. A large 
percentage of the picture energy was thus con¬ 
centrated at the imperfectly transmitted frequency. 

Examination of the Required Transmission Limits 
from the Transient Point of View. 

So far the determination of the required trans¬ 
mission limits has been considered by examining the 
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effect of various circuit conditions on the transmission 
of periodic signals. The problem can also be examined 
by considering the response of a circuit to a suddenly 
applied unit voltage, and this method of approach 
will now be considered briefly, as this method has 
some considerable advantages. 

It is shown in Fourier integral analysis 7 that any 
transient time function encountered in practice can 
be represented by— 

f + oo 

g(o>) dcoe KOt .(3) 


and that g(co) can be expressed in terms of f(t) by 
the relation :— 

i +oo 

f(t)dte ~ i0A .(4) 

— CO 

g(o>) is, in general, a complex function of the angular 
frequency to. 

The restrictions on the form of f(t) for the above 
to apply are :— 

(a) The function f(t) must be continuous over all 
intervals of finite lengths. At points of discon¬ 
tinuity, say t = a, the value of the function shall 
be understood to be the arithmetic mean, i.e. 

f( a ) = 2 |% ~ °) + f( a + °) 

( h ) The integral of the magnitude f(t) over the 
region — oo < t < + °° must be finite, i.e. 

+oo 

|f(t)| dt must exist 

— oo 

Now consider the network shown in Fig. 8. It is 
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Fig. 8.—Diagram illustrating the Meaning of the 
Complex Transfer Admittance Function. 


generally required to know the response of this 
system in terms of the output voltage or current 
time functions e 2 (t) or i 2 (t) for an arbitrary time 
function e 1 (t) impressed in the transmitting branch. 
It is easily shown 8 that if 

I’+oo . 

e i(t) = \ gM dtoe )COt .(5) 


r>+00 


then i 2 (t) = \ g(to) . Y 12 (to) . dco . e >COt -(6) 


7 Communication Networks, Guillemin, Vol. 2, p.468. 

8 Ibid, p. 475. 

















where Y 12 (o>) is the complex transfer admittance 
function determined from the network parameters 
and the terminal impedances in the usual manner. 

Now suppose that e x (t) has the form shown in 
Fig. 9. It can then be shown that 



Fig. 9 .—Diagram Illustrating the Form of the Unit 
Impulse Voltage. 


e,(t) 


and i 2 (t) 



(7) 

( 8 ) 

(9) 


= A lz (t) say 

This last expression A 12 (t) may be called the “ indicia! 
transfer admittance ” between the input and output 
meshes of the circuit. 

The problem is now whether, if the form of Ai 2 (t) 
is known, Y 12 (o>) can be determined from it. 

It is shown by Carson 9 * that for any other form of 
e x (t) setting in at time t = 0, the current i 2 (t) is given 
by 

i 2 (t) = A 12 (0). e x (t) +\ A' 12 (t) . e 1 (t-r)dr ..(10) 


= e i(0) . A 12 (t) + e, (t-r) . A ia (r)dr . .(11) 

j o 

where the dash suffixes represent differentiation with 
respect to time. 

Suppose now that e x (t) is in the form of a sine 
oscillation at angular frequency a>, commencing at 
time t = o, e.g. 

e x (t) = e x sin (o>t + </>) from t = 0 to t = oo. 

Then the final steady state current resulting at 
time t = oo is seen from equation (10) to be 


= e x sin (cot-f - ^) £a i2 (0) + | cos cor . A' 12 (r) dr 

J o 

|’oo 

— e x cos (cot+</>)\ sin cotA , 12 (t) drj -(12) 


9 Electric Circuit Theory and the Operational Calculus. 


From equation (11) we obtain 

n 

i 2 = e x cos (cot -{-(f)) . co \ cos cor A 12 (r) dr 

*■' o 

H 

+ e 1 sin (cot+^) . co \ sin cor A 12 (t) dr..(13) 

j o 

providing A 12 (t) ^0 as t ^oo, or in other words 
providing there is no D.C. transmission. If there is 
D.C. transmission equation (12) must be employed 
to account for this. 

Now suppose the complex transfer admittance 
function between the input and output meshes of 


the network is 

Y 12 (o>) = a(o>) + (co) say.(14) 

Then i 2 = ^a(co) + jj8(co)J e x sin (cot+<^) 

= e x a (co) isn (cot + </>) -f- 

e x j8(co) cos(cot+^j.(15) 


Comparing equations (12) and (15) we have 

! oo 

cos cor.. A' 12 (t) . dr-(16) 

o 

P(a>) = ~ \ sin cor . A' 12 (t) .dr.(17) 


and by comparing equations (13) and (15) we have 

f oo 

sin cor A 12 (t) . dT .(18) 


and /3(co) = co \ cos cot . A 12 (t) dT .(19) 

J o 

It is thus clear that the complex transfer admittance 
function, a(co) + j/3(co), can be determined from the 
indicial transfer admittance, A 12 (t), providing the 
above integrals can be evaluated. 

Such integrals can be evaluated by the inter¬ 
graphs of T. S. Grey and S. Bush 10 , or by harmonic 
analysers of continuously adjustable basic length 
as described by G. V. Bekesy 11 . Bekesy actually dis¬ 
cusses the determination of the frequency variability 
of transmission systems by transients according to 
the above theory. Dr. N. W. J. Lewis of the P.O. 
Engineering Department has suggested that Hollerith 
calculating machines, 12 which are of the punched 
card type and include automatic reproducing punches 
and summary multipliers, should be used for analysing 
indicial transfer admittance characteristics. No 
study has yet been made by the Post Office of the 
relative advantages and disadvantages of the various 

10 J. Franklin Inst., Vol. 11, pp. 77 and 477. 

11 Akust. Zeits., Sept., 1937. 

12 P.O.E.E.J., Vol. 32, p. 94. 
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methods available for analysing these characteristics. 

Dr. Lewis has suggested that limits could be 
imposed on the indicial transfer admittance 
characteristic of a television circuit, and from these 
the limits of the attenuation and phase components 
of the steady state transfer admittance could be 
determined by one of the methods suggested above. 

The nature of the limits which could be applied 
to the indicial transfer admittance characteristic 
will be considered briefly. Referring to Fig. 10 it is 



F IG . 10. —Limits to the Indicial Transfer Admittance 
Function near the Build-up Period. 


clear that the following aspects of the indicial transfer 
admittance will have to be specified :— 

(a) Build-up time. 

(b) Overswing. 

(c) Rate of decay of overswing. 

Limits to these three factors can be imposed by 
requiring the indicial transfer admittance to lie 
within a shaded area such as that shown in the 
figure. Thus t 5 (=t 2 —t x ) represents the maximum 
build-up time allowable in order that the black and 
white edge shall be sharp enough to transmit the 
required detail. 

If this build-up time is equal to the time taken to 
scan a distance equal to the thickness of a line (i.e., 
the spot width), then it is equal to 

^ seconds.(20) 

ft n 2 f p r 

The factor " a ” represents half the maximum 
permissible percentage difference of brightness in a 
region of uniform brightness. According to Fechner’s 
law the minimum perceptible percentage change of 
brightness is about 1 per cent, over a wide range of 
brightness. The results of the tests of the interfering 
effect of single frequency and random interference, 
given later in the article, suggest that the maximum 
permissible value of 2a is of the order of 2-—4. 

The rate of decay of overswing is expressed by the 
time constant T r It is clear that T 1 will be determined 
by the rate of repetition of sudden changes from 
black to white and vice-versa. If after a sudden 
change from black to white another sudden change 
from white to black occurs before the overswing has 
decayed sufficiently, the overswing on the next change 
may add to the previous one and will then exceed 
the permissible limit. It is clear that T 1 will be the 
most difficult factor to specify as it will depend so 


much on the type of picture. It may be best to specify 
a maximum rate of repetition of sudden changes from 
black to white and vice-versa and determine T ± 
for that rate. Owing to the necessity for doing this 
it is doubtful whether the analysis of the response 
of the circuit to the unit impulse voltage is better 
than the analysis of its response to rectangular 
wave-form signals, and in some respects the latter 
is definitely preferable. 

In the example shown in Fig. 10 it was assumed that 
the D.C. component of the signal was transmitted 
by the system. When this component is eliminated 
by the system the indicial transfer admittance will 
be in the form of a pulse as indicated in Fig. 11. 



Fig. 11. —Limits to the Indicial Transfer Admittance 
Function after the Build-up Period. 

The slowly decaying part of this pulse must lie 
somewhere in the shaded area indicated. The time 
constant T 2 of the exponential decay curve forming 
the boundary of this area will be determined either 
by the allowable change in brightness from one side 
to the other of the picture, when the brightness of the 
transmitted picture is uniform, or by the properties 
of the circuit employed for reconstituting the D.C. 
and low frequency components. If perfect rectifiers 
were employed in the latter circuit the former 
requirement would be the only one to be considered. 
It has been suggested by the engineers of the Marconi- 
E.M.I. Television Co., that the maximum permissible 
change in brightness across the picture due to low 
frequency attenuation is 3 per cent. In the present 
British standard system employing 405 lines, 25 
pictures per second, the duration of a line is 1/10,125 
second, and the value of T 2 will thus be given by 

1 - e 15 ^ 2 = 0-03 

whence T 2 = 0*0033 second. 

It is now clear that if limits such as those indicated 
by the shaded areas in Figs. 10 and 11 are determined, 
then various indicial transfer admittance functions 
can be drawn to He within these limits, and the limits 
of the complex transfer admittance function deter¬ 
mined by the method described above. The limits of 
attenuation and phase response are, of course, con¬ 
tained in the limits of the complex transfer admittance 
function. 

It is important to consider here the exact meaning 
of limits of attenuation and phase response determined 
in this manner. It is clear that various indicial 
transfer admittance functions lying within the 
prescribed limits will lead to various attenuation and 
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phase responses and possibly, at any particular 
frequency, the departure of attenuation or phase 
response from the ideal will be a maximum for a 
particular form of transfer indicial admittance 
function. Supposing that such maximum values are 
determinable at all frequencies it does not necessarily 
follow that any attenuation and phase responses 
lying within the envelope of these maximum limits 
will necessarily lead to indicial transfer admittance 
functions lying within the prescribed limits, assuming, 
of course, that the proper restrictions are placed on 
the attenuation and phase responses to ensure that 
they can exist simultaneously in a physical network. 
These considerations suggest that strict limitations 
to the maximum departures permissible in attenua¬ 
tion and phase response at all frequencies may not 
be sufficient, and that the transient time response 
of the circuit is the only one on which strict limitations 
can be conveniently placed. This aspect of the 
problem obviously needs further study. 

There is one indicial transfer admittance function 
of considerable interest which will be briefly con¬ 
sidered here, namely that of a circuit having idealised 
low pass filter characteristics. 

The complex transfer admittance function of an 
idealised low-pass filter circuit can be written in the 
form 

Y12M = «M + j£H 

where over the range — oj 1 < <x> < oj 1 
oc(a>) = k 

and j8(a>) = cot d 

and outside this range of a>, a(o>) = 0 and is 
therefore immaterial. 

It can then be shown 13 that the indicial transfer 
admittance function is given by 

A 12 (t) =k | I + l Si (t-t d )] j . .(21) 


where Si(x) 


sin u 


du 


The form of A 12 (t) is shown in Fig. 12. It will be 
noted that the major part of the indicial transfer 
admittance function is delayed behind the unit 
impulse input voltage function by the delay-time t d . 

The horizontal scale in Fig. 12 is shown in terms 
of aqt, and not t, in order to generalise it for any 
value of oj v It will also be noted that unless t d is 
infinite the current in the output branch will change 
from zero before the input voltage does so, which is 
obviously physically impossible. It would naturally 
be expected that the infinitely sharp cut-off in the 
a(a>) characteristic could only be obtained by the 
use of an infinite number of filter sections and hence 
of an infinite delay time. 

If at the point where A 12 (t) = k/2 a tangent is 
drawn as indicated by the dotted line in Fig. 12, 
then the time interval r a between the intercepts ot 
this tangent with the time axis and the final value 


13 Communication Networks, Guilleman, Vol. 2, p. 479. 
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Fig. 12. —Form of Indicial Transfer Admittance 
Function of a Circuit with Idealised Low-pass Filter 
Characteristics. 

k represents what may be called the " build-up 
time.” It can be shown that 

7T 

T a = - 

This reveals the important fact that the time of 
build-up is inversely proportional to the width of 
the transmission frequency band. If the cut-off 
frequency oq of a television system is calculated 
by the formula given in equation (1), it is easily seen 
that T a will be equal to the time taken to scan the 
width of a spot. 

Another important feature of the indicial transfer 
admittance function obtained with the idealised 
low-pass filter characteristic is the oscillating nature 
of the response prior to and following the build-up 
period. Fig. 12 shows that oscillation occurs with a 
quasi period of 27r/oq = l/f x seconds, and that the 
maximum value of A 12 (t) is 8*75 per cent, greater 
than the final value. If f x is calculated according to 
equation (1), it will be seen that striae will follow 
a black and white picture edge, the width of the 
striae being equal to the spot width. Owing to the 
comparatively large initial overswing such striae 
would be fairly obvious at a distance close enough 
for the individual scanning lines to be visible. This 
suggests that the response obtained with a television 
circuit having ideal transmission characteristics up to 
a frequency determined by equation (1), and zero 
response beyond that frequency will not be by any 
means perfect, and suggests that some improvement 
in visual response may actually be produced by 
allowing a gradual rise of attenuation before this 
cut-off frequency is reached. In this way, although the 
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build-up time would be increased, the oscillating 
nature of the indicial transfer admittance response 
could be reduced until it was no longer visible. It 
might be considered, alternatively, that the cut-off 
frequency given by equation (1) is inadequate, and 
that some appreciable response up to nearly twice 
this frequency is necessary if the sharpness of vertical 
black and white edges is to be as good as that of 
horizontal black and white edges, and no perceptible 
oscillation of the indicial transfer admittance is to 
occur. 

Limits Required in the Signal-to-Noise Ratio 

Interfering noise usually falls in one of the follow¬ 
ing categories :— 

(a) Thermal agitation noise or valve noise. The 
frequency spectrum of the former is uniform, 
and of the latter is also uniform above fairly 
low frequencies. 

(b) Single frequency interference. 

(c) Noise from impulse excitation, in which the 
duration of the pulses is small compared with 
their time separation. 

The last form of noise will not normally be en¬ 
countered in well-shielded line circuits, and it is not 
proposed to consider it here. 

The following tests have been described in detail 
in a previous article in this Journal 14 , but they will 
be briefly summarised here as they have a close 
bearing on the matters already considered in this 
article. Vision signals derived from 405-line inter¬ 
laced scanning at 25 pictures per second were em¬ 
ployed ; their quality and noise content were of the 
order obtained in the reception of the B.B.C. trans¬ 
missions under conditions of reasonable freedom 
from interference. The tests consisted in mixing 
additional noise with such vision signals, and deter¬ 
mining by observation of the picture :— 

(a) The level relative to the signal at which the 
added noise just became visible against the 
background of inherent noise, giving the 
visible signal noise ratio. 

(b) The highest level of noise relative to signal 
that could be tolerated without serious deteri¬ 
oration of the quality of the picture, or undue 
irritation to the observer, giving the tolerable 
signal/noise ratio. 

As these relations are subjective, readings were 
taken by a number of different observers, and the 
average calculated. 

The signal/noise ratio is expressed as the ratio of 
the double amplitude peak (D.A.P.) vision signal 
voltage to the peak noise voltage. Referring to 
Fig. 13, the D.A.P. vision signal voltage is the 
magnitude S of the vision signal between black and 
full white, s 3 mchronising pulses being excluded. 
The peak noise level is the single amplitude peak 
value N. 

The average results of a considerable number of 
tests made by several observers on a variety of 
different pictures were as follows :— 

14 P.O.E.E.J., Vol. 32, p. 193. 
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(b) SINGLE FREQUENCY NOISE 

Fig. 13 . —Method of Expressing Signal Noise Ratio. 


Visible signal/noise ratio = 35 db. 

Tolerable signal/noise ratio = 28 db. 

Tests were also made to determine the lowest level 
of noise visible on a uniformly illuminated raster 15 
in the absence of a vision signal, the masking effect 
of the noise inherent in the vision signals previously 
employed being thus obviated. In order that the 
results should be comparable with those of the 
preceding tests, the noise level was expressed in 
relation to the level of the vision signal required 
to give a good picture on the particular cathode-ray 
tube used. The average value obtained for the signal/ 
noise ratio at which the noise was just visible was 
42 db. 

Tests were carried out on the lines described above 
to determine the “ visible ” and " tolerable ” 
signal/noise ratios for single frequency interference 
at frequencies from 20 kc/s to 2 Mc/s. The inter¬ 
ference was found to be most objectionable at 
frequencies equal to, or close to, multiples of the line 
frequency. The pattern then consisted of vertical 
bars, alternately black and white, the number of 
pairs of bars in the width of the picture being equal 
to the ratio of the interfering frequency to the line 
frequency. The bar pattern was either stationary or 
drifting slowly across the picture. 

The results for a series of such frequencies are 
given in Table No. 1 and Fig. 7. It will be seen that 
the signal/noise ratio at which the noise just became 
visible decreased from 49 db. to 17 db., and the 
tolerable signal/noise ratio from 34 db. to 11 db. 
as the frequency of the noise was increased from 
20-25 kc/s to 2,000 kc/s. This reduction may have 
been partly due to imperfection of focus in the 
tube of the receiver used, partly to the greater mask¬ 
ing effect of the existing random noise at the higher 
frequencies, and partly to the fact that the finer 
grain of the interference pattern at the higher 

15 The series of illuminated lines produced on a screen when 
scanning with an electron beam. 

















frequencies makes it less visible at the normal 
viewing distance. 

No tests were made to determine the level at which 
single frequency interference became visible on a 
uniformly illuminated raster in the absence of signal. 
In view of the regular nature of the interference 
patterns, however, it is probable that the noise 
inherent in the vision signals had little masking 
effect at the lower frequencies. 

Fechner's law states that the minimum perceptible 
percentage difference of brightness is nearly constant 
and equal to about 1-2 per cent, over a wide range of 
brightness. A minimum perceptible percentage 
difference of brightness of 1 per cent, would mean 
that the ratio of the double amplitude peak magni¬ 
tude of the signal to the peak magnitude of the noise 
at which the noise was just visible would be 46 db. 
This figure is in good agreement with the average 
figure of 46 db. obtained experimentally with single 
frequency interference having a frequency up to 
500 kc/s. 

Overall Gain Stability 

As already stated, the minimum perceptible 
percentage change of brightness is nearly constant 
over a wide range of brightness and equal to about 
1—2 per cent., corresponding to a db. ratio of 
01-0-2 db. The maximum tolerable change of 
brightness is probabfy of the order of ±1 db., 
but it is thought that a brightness stability of 
d: 0*5 db. is desirable and perhaps closer than this 
if the gain changes are fairly rapid. The permissible 
figures of gain stability will depend on whether the 
black level is fixed in the receiver (eg., by D.C. 
restoration from the black level), or whether the 
bottom of the synchronising pulses is the fixed level, 
as is normal at present, when a gain stability better 
than d: 0*5 db. is probably essential for a good 
service. Experiments to determine these limits 
more definitely are obviously desirable. 

Non-Linear Distortion 

A fair amount of effective non-linear distortion 
occurs in the normal cathode-ray television receiver 
due to the non-linear relation between spot brightness 
and modulator grid bias. This distortion is usually 
such as to increase the light parts of the picture 
relative to the darker parts, and it has been stated 
that this is desirable with small pictures owing to the 
fact that the contrast sensitivity of the eye is reduced 
by a reduction in the size of the field of vision. 

In a line transmission circuit non-linear distortion 
would generally be opposite to this, i.e., such as to 
decrease the relative brightness of the light part of 
the picture. If the synchronising signals are trans¬ 
mitted with the picture signal, and D.C. modulation 
is not employed, then the necessar}^ limits of non¬ 
linear distortion will be much closer than they would 
be if D.C. modulation were employed, because 
non-linear distortion would result in changing 
amplitude of the synchronising pulses and also 
changing brightness in fixed parts of moving pictures. 
Changing amplitude of synchronising pulses is very 
undesirable if the bottoms of the pulses are to be 
employed for D.C. restoration in the receiver, although 


this difficulty could be overcome in a line circuit by 
D.C. restoration at the receiving end of the line from 
the black portion of the signal following the line 
synchronising pulse, the lengths of the synchronising 
pulses being levelled in a subsequent correcting 
circuit. 

No definite figures are known for the non-linear 
distortion permissible in the overall circuit. It 
would probably be best to define limits for this 
overall non-linear distortion of the system by defining 
graphically limits to the output versus input voltage 
characteristic. 

So far only the non-linear distortion of a direct 
transmission circuit has been considered, in which 
the input video signals occupy the same position in 
the frequency spectrum throughout the transmission. 
In a coaxial cable system, however, the input video 
frequency band is raised, and sometimes inverted. 
The line transmission and the modulating and 
demodulating processes at the transmitting and 
receiving ends of the line may result in components 
appearing in the final output video signal with fre¬ 
quencies which were not present in the original 
signal and which do not bear a harmonic relation to 
the latter frequencies. These unwanted products 
will have the same effect as noise on the picture and 
they must be considered as part of the total noise 
in the circuit. The limitations which must be applied 
to them are therefore the same as those outlined in 
connection with other types of noise, taking into 
account noise already existing from other sources. 

Conclusions. 

The conclusions arrived at so far regarding the 
desirable limitations to be imposed on the charac¬ 
teristics of television circuit will now be briefly 
summarised. 

First, it is now clear that to obtain the same 
definition in the horizontal direction as in the vertical 
all frequencies must be transmitted without 
appreciable loss up to the frequency given b}- 
equation (1). 

In the Marconi-E.M.I. system transmissions from 
Alexandra Palace this frequency was 2-88 Mc/s. A 
sharp cut-off at this frequency will lead to strict* 
following a black and white edge which may be 
visible at a distance where the lines can be distin¬ 
guished, and a gradual cut-off above this frequency 
may be desirable in the ideal case. 

Practical experience suggests that an attenuation 
response flat to within i 0*5 db. up to at least 
500 kc/s is desirable, although satisfaction appears 
to have been expressed with the results of line tests 
in other countries where the variation was of the order 
of twice this value. A great deal depends on the 
type of picture employed in testing, pictures con¬ 
taining sharply-defined black and white edges needing 
much better transmission conditions, particularly at 
higher frequencies, than pictures containing only 
gradual changes. 

Apart from the direct experimental determination 
of the effect of various transmission conditions on 
picture quality, three indirect methods of assessing 
the allowable limits of the attenuation and phase 
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response of the circuit have been examined. 

A preliminary examination of a method based on 
the interfering effect of unwanted components 
introduced b}^ attenuation and phase distortion 
suggests that the attenuation should be kept flat to 
within d: 0*3 db. at frequencies up to 500 kc/s, and 
above this frequencjr may be allowed to depart by 
an increasing amount up to about ±3-2 db. at 
2,000 kc/s. On the same basis the phase shift must 
be kept linear to within di 2° at all frequencies up to 
500 kc/s, and above this frequency ma}^ show an 
increasing departure from linearity up to about 
± 24° at 2,000 kc/s. These limits must be divided 
by about 4 if the circuit is to show no perceptible 
picture distortion for any t}^pe of picture. 

A preliminary examination of a second method of 
determining the necessary limits of attenuation and 
phase response has also been made depending on the 
response of the circuit to signals of rectangular 
waveform. Limits to the shape of the received wave¬ 
form should be based on build-up time at black 
and white edges and the maximum tolerable per¬ 
centage brightness difference in regions which should 
be of uniform brightness. It is suggested that in 
order to obtain equivalent definition in the horizontal 
and vertical directions the build-up time must not 
exceed the time taken to scan a distance equal to the 
thickness of a line. The maximum tolerable per¬ 
centage brightness difference in regions which should 
be of uniform brightness is probably about 3-5 
per cent., this figure being based on the interfering 
effect of single frequency interference. 

By harmonic analysis of received waveforms 
lying within these limits it may be possible to prescribe 
limits of attenuation and phase response of the 
circuit, but difficulties may arise here as mentioned 
below. 

The subject has also been studied from the point 
of view of the transient response of the circuit to a 
suddenly applied voltage, and it has been shown how 
limits can be applied to the response characteristic, 
based, as in the second method, on build-up time and 
maximum tolerable percentage biightness difference 
in regions which should be of uniform brightness. 
Unfortunately, a third limit must be placed on the 
transient response characteristic, namely, the rate of 
decay of overswing. It appears that this can only 
be determined from a knowledge of the rate of 
repetition of black and white edges in the picture. 

It has been shown how the limits of attenuation 
and phase response might be determined from the 
limits of the transient response characteristic, but 
difficulties may arise here. It appeals that limita¬ 
tions in simple form may only be applicable strictly 
to the response to square waveform signals, or the 
transient response, and that it may not be possible 
to apply them strictly to attenuation and phase 
response. 

In all these methods of determining the permissible 
limits in the attenuation and phase response of the 
circuit, pictures have been considered involving 
sharp black and white edges, and on this account the 
limits derived from them may be closer than those 


which are necessary in pictures involving few sharp 
changes in brightness. 

Limits to the minimum signal to noise ratio per¬ 
missible with either random noise or single frequency 
noise have been determined experimentally. The 
ratio of the double amplitude peak signal level 
(excluding synchronising pulses) to the peak noise 
level at which the noise is just perceptible in the 
absence of other noise is about 42 db. for random 
noise and about 49 db. for single frequency noise of 
frequencies below 500 kc/s, and decreasing for higher 
frequencies. Both types of noise can be raised about 
14 db. above these respective levels before becoming 
intolerable. 

It is suggested that overall gain stability of at least 
± 0'5 db. is necessary, and better than this if D.C. 
modulation is not employed, or D.C. restoration 
carried out from the black level. 

Limits of non-linear distortion in circuits not 
employing any frequenc}^ translation should be 
defined graphically. Where frequency translation 
occurs, components at frequencies not present in the 
original signal may be produced, and these must be 
regarded as additional noise in the picture. 

It is now clear that the limitations which must be 
applied to a television circuit are much closer than 
those necessary in a telephony or music circuit. In 
transmission of music the first essential is that the 
output frequencies shall be the same as the input 
frequencies, and that no additional frequencies of 
appreciable magnitude shall be introduced. Provid¬ 
ing these limitations are met no discords are possible, 
and fairly wide variations (of the order of T 3 db.) 
in the attenuation response of the system are per¬ 
missible without appreciable effect on the results. 
Considerable variations may occur, for instance, due 
to room reflections in the room when the music is 
reproduced. In addition, the phase response of the 
system is of little importance for music transmission. 
For television signals, however, not only must the 
output frequencies be exactly equal to the input 
requencies, but the variation of the amplitude of 
the output signal with time must be closely pro¬ 
portional to the variation of the input signal with 
time, as the eye is able to perceive brightness differ¬ 
ences as low as 1 per cent. The result of this is that 
very close limits of both attenuation and phase 
response are necessary in a television circuit, in 
addition to the fact that the frequency band¬ 
width required for reasonable definition is about 250 
times as great as that required in a good music 
circuit. Even from the present rather scanty data 
on this subject it is now clear that very close trans¬ 
mission limits are essential in a television circuit if 
the result is to be comparable with present cinema 
standards. 

The difficulties in obtaining such close limits with 
existing components and technique, especially on 
long circuits, will mean that the future development 
of television will depend to a considerable extent on 
the development of new types of valves and, perhaps, 
also on the development of the technique of the use 
of the very high radio frequencies. 
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(The General Electric Co. Ltd.) 


Melbourne City West Exchange 

U.D.C. 621.395.34 621.395.658 621.395.722 

A general description is given of the equipment provided at the City West Exchange, Melbourne, with more detailed 
information where this equipment differs from standard British Post Office practice. Of interest is a new uniselector used 
for the subscriber’s line switch which enables 300 circuits to be mounted on a standard rack. 


Introduction. 

HE cit}' of Melbourne, with a population of 
approximate^ one million, the second largest 
city in the Commonwealth of Australia and the 
capital of the state of Victoria, has nearly 100,000 
telephone lines within a single fee network. A very 
large proportion are connected to automatic exchanges, 
but the central business part of the city was, until 
recently, served by a central battery manual exchange 
opened in 1911. The natural growth of a thriving 
community has made it necessary to revise this part 
of the city layout by dividing it into two exchange 
areas of approximately equal size and known as City 7 
West and City East respectively. City West received 
attention first and an order for the automatic exchange 
to bear that name was placed with The General 
Electric Co., Ltd. The switching equipment, which 
has an initial capacity of 6,000 lines, employs B.P.O. 
type 2000 selectors, with uniselectors in the sub¬ 
scribers’ line circuits. 

City West is the largest automatic exchange in the 
Melbourne network, which has over 50 exchanges, 
and is defined by a radius of 15 miles from the G.P.O. 

Building . 

The building which accommodates City West 
exchange has seven floors and a basement and is of 
modern fireproof construction. It stands on a site 
102 ft. by 65 ft. and three floors and the basement 
are occupied by the exchange equipment. The floors 
are of mushroom construction, that is to say, 
I-beams of the conventional type are not employed, 
but rod reinforcements branching radially from 
floor columns are used for the purposes of affording 
general reinforcement to the floors. Thus, except 
for a small amount of “ spreading ” at the top of the 
column, the ceiling is left entirely clear of obstruction. 
An illustration showing this method of reinforce¬ 
ment is given in Fig. 1. A particularly interesting 
fact is that the total floor thickness is only 10 ins. 

Trunking Diagram. 

The Melbourne system is of the non-director, 
direct dialling type, utilising five- and six-digit 
numbers, of which the first one or two digits respec¬ 
tively are expressed as letters. The call letter for 
City West is M. The trunking diagram in Fig. 2 
shows a provision for 6,000 lines initially with a 
final-selector multiple of 7,000 lines. 

The levels Ml000—M4000 are reserved for P.B.X. 
services and MU1000—MU3000 for regular lines. All 
group selectors have 20 outlets per level with the 
exception of the “ M07 ” and “ M09 ” 4th selectors, 
where the outgoing circuits connected are few and 
10 outlets prove sufficient. The 2/10 P.B.X. final 
selectors are of 100-line capacity and are provided on 
the basis of 30 switches and 40 banks per 100 sub¬ 
scribers’ lines. Regular final selectors are of 200- 



Fig. 1.—Method of Floor Reinforcement. 


line type and 16 switches and 20 banks are provided 
per 200 subscribers’ lines. 

The larger P.B.X. groups are connected to special 
P.B.X. final selectors, the contacts of which terminate 
ten lines on each level and are graded to serve groups 
of more than ten lines. 

There are two exchanges, viz. Footscray (MW) and 
South Melbourne (MX) in which much of the origi¬ 
nated traffic is outgoing. In consequence they are 
arranged as satellites, and all their outgoing traffic 
is routed to 1st selectors at City West. 

The banks of the 1st selectors are graded to the 
outgoing junction relay sets appropriate to each level, 
with the exception of level 6, which is connected to the 
local 2nd selectors. 

For the sake of simplicity, the trunking diagram 
shows the local and incoming 1st selector bank levels 
tied together, but in practice it is found more con¬ 
venient to grade the local and incoming banks 
separately if the total number of junctions for a level 
exceeds about 150. 

Local calls from City West subscribers are completed 
by dialling via the 2nd, 3rd and 4th group selectors 
to the final selectors, transmission feed to the called 
party being applied by the final selector through 
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ballast resistors. The final selectors are arranged for 
last party release, the chief purpose of which is to 
prevent a called subscriber from seizing and holding a 
first selector should he restore his receiver later than 
the calling party. 

Junctions incoming from other automatic exchanges 
are terminated direct on 2nd selectors, the first digit 
being dialled on selectors at the originating exchange. 
At " Windsor ” and “ Trunks/' which are both manual 
exchanges, the operators have direct junctions to 
City West and can therefore dispense with the first 
digit. 

The subscriber’s numbering on the large P.B.X. 
services is as follows :— 

MY 210 
MY 220 
MY 230, etc. 

Ten different subscribers can thus be accommodated 
for each rank of final selectors. It should be noted 
that the last digit 0 does not control the final selector 
rotation but is absorbed by the A relay. The purpose 
in inserting it in the subscriber’s number is to maintain 
five-digit numbers. 

Relay sets shown on the right-hand side of the 
trunking diagram are associated with the special 
services, of which the following are provid d and 


serve the whole Melbourne network. 

Telegrams 

M075 

Time 

M074 

Information 

M073 

Trunk enquir}^ 

M072 

Junction test 

M08 


Complaints MOO, and ring-back M01, are used by 
City West subscribers onfy. 


The subscriber’s line circuits are cabled to the 
local side of the I.D.F. to permit an even distribution 
of traffic over each graded group. Five uniselector 
racks, i.e., 1,500 circuits, are graded into three first 
selector racks accommodating 80 selectors each, 
there being four such groups initially. 

The main equipment provided at present is as 
follows :— 

6,000 subscribers’ line circuits. 

4,854 20-outlet group selectors. 

120 10-outlet group selectors. 

1,020 2/10 P.B.X. final selectors, 100 line. 

240 regular final selectors, 200 line. 

100 large P.B.X. final selectors. 

1,530 outgoing junction relay sets. 

Subscribe/s Dial. 

The trunking and its association with the numbering 
scheme is related to the numbering of the subscriber’s 
dial. This is shown in Fig. 2, from which it will be 
seen that each hole in the finger-plate is allotted a digit 
and a letter. 

Auto-to-Auto Junction Relay Sets. 

It will be observed that a considerable number of 
outgoing auto-to-auto relay sets is required for 
junction working. It frequently happens that three 
such relay sets are required to work in tandem and a 
considerable amount of effort was expended in 
developing a circuit that would perform the required 
functions with the minimum of adjustment and 
maintenance of apparatus. By employing the latest 
technique in the way of ballast resistors in the trans¬ 
mission feed, high-impedance low-resistance A relays, 
and the use of copper-oxide rectifiers across the shunt- 
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field relay coil, an extremely efficient circuit was 
produced. It operates over the whole range of 
junction resistances normally met with in the area, 
without the need for each relay set to be adjusted 
specially to suit the junction to which it is applied. 
The circuit eliminates the distortion sometimes 
associated with the first impulse in a train and prevents 
" pick-up ” trouble within the impulsing range. 

Layout and Cabling 

The automatic switching equipment is arranged on 
the basement, ground, first and second floors of the 
building. 

The basement accommodates the power plant, 
the ground floor contains the M.D.F. (Fig. 3), 


Fig. 3.—The Main Distribution Frame. 

test desks, P.B.X. power panel, and battery room. 
On the first floor are the subscribers’ I.D.F., uniselec¬ 
tor racks, final selector racks, meters, and third and 
fourth group selectors forming the City West exchange. 
The second floor is equipped with the first selectors, 
second selectors, and outgoing relay sets required for 
working the area. The third floor is reserved for City 
East exchange and the manual board for the 
Melbourne area is installed on the fifth floor. 

All selector racks are of the standard width of 
4 ft. 6 in. and height of 10 ft. 6J in. 

The I.D.F. is located on the first floor in the same 
relative position as the M.D.F. on the ground floor. 
This permits an interesting arrangement for the 
cabling between the two frames. During the con¬ 
struction of the building, holes were prepared in the 
floor between each pair of uprights on the multiple 
side of the I.D.F., i.e., one hole per pair of uprights. 
The cables between the I.D.F. and M.D.F. are fed 
through these holes, thus reducing the length of 
cables and the congestion which would otherwise 
have occurred on the cable racks above the I.D.F. 

The cable racks are built up from standard items, 
which consist chiefly of tyre-section runners and 


slats of lighter section with the ends turned over and 
drilled. The slats are fixed by screws into small, tapped 
slugs, which fit into the section of the runner and 
permit the slats to be located as desired to accom¬ 
modate the sections of cables dropping on to suite 
cable runways. Thus the racking was built up entirely 
during installation from pre-designed plans and could 
be adjusted on site to provide the most convenient 
cable runs. 

The M.D.F., which was constructed in the work¬ 
shops of the P.M.G.'s Department, Melbourne, is 
arranged to utilise the total available height of 16 feet. 
It accommodates 300 lines per vertical on the line 
side and 250 lines on the exchange side. 

Uniselector Ranks. 

The high calling rate (upwards of 
0*1 T.U. average per line in the busy 
hour) coupled with certain seasonal 
peaks of traffic, was a factor that 
influenced a decision to use uni¬ 
selectors for subscribers’ line circuits. 
It was realised, too, that the simpler 
circuits of the uniselector system 
would operate more reliably with the 
type of traffic in the area. 

In order to mount subscribers 
line circuits in the most economical 
manner, a special rack was developed 
with capacity for 300 circuits in the 
standard width of 4 ft.-6 in. and 
height of 10 ft.-6J in. The uniselector 
illustrated in Fig. 4 was employed to 
permit this. This uniselector mounts 
on If in. centres instead of the usual 
2 in., and since B.P.O. type 600 relays 
are used and mounted on the same 
centres, it was possible to accom¬ 
modate 25 circuits in the width of the 
rack instead of 20. 

A shelf unit (Fig. 5) was designed to carry 
two shelves, each of 25. uniselectors, with the 
associated 100 relays on plates between them. The 
full capacity of 300 lines is obtained by mounting 
six such units on a rack. Each unit is provided 
with a terminal strip for the incoming 50 lines and 
with a second strip for the outgoing trunks, 
separate terminals being provided for each shelf 
of 25. 

From Fig. 4 it will be seen that the new uniselector 
is similar in appearance to its predecessor. Only one 
operating coil is employed, however, and this is 
included in a magnetic circuit of higher efficiency, 
with the result that the permissible voltage limits for 
a given nominal voltage are wider. The knife-edge 
suspension of the armature is adjustable to provide 
more positive adjustment of the armature stroke 
than was obtainable with the previous design, in which 
the operating coils themselves had to be moved to 
adjust armature travel. Life tests have proved that 
the new uniselector has a life more than equal to that 
of the old type, and that adjustments are retained 
for an even longer period than could previously be 
counted upon. 
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Fig. 6 shows the subscriber's line 
circuit, which contains the following 
interesting features that are standard 
on exchanges in Australia :— 

(1) Automatic step-over on open 
trunks. 

(2) With all trunks busy, the uni¬ 
selector hunts to the last contact, 
and returns busy tone to the 
calling subscriber. 

For the first feature, the line circuit 
is so arranged that when the K relay 
fails to hold because of the absence 
of earth from a first selector, relay 
L is again energised but is slow to 
operate. In the operating period the 
driving magnet of the uniselector is 
energised, and when relay L operates, 
the wipers step off the open trunk. 
Although the second feature reduces 
the number of available outlets to 23, 
it is considered highly desirable in 
Australian city networks owing to the 


( a ) Front View. 
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( b ) Rear View. 

Fig. 5. —Shelf Unit Mounting 50 Uniselectors and L. and K. Relays. 


Fig. 4.—Mew Small Uype Uniselector. 



























high traffic peaks which occur from time to time 
and which would cause unnecessar}^ wear on 
uniselectors. 

Test Desk. 

The test desk carries circuits in accordance with the 
Australian P.M.G.’s standard, in which keys instead 
of the more usual testing cords establish all connec¬ 
tions. An interesting feature is the use of the volt¬ 
meter for testing the number of impulses and their 
weight and speed as given by subscribers' dials. The 
circuits are such as result in the conditions shown in 
simplified form in Figs. 7, 8 and 9. 

The impulse weight circuit (Fig. 7) is used for 
measuring percentage make ratio of the received 



impulses. The value of the shunt resistance RW3 
is arranged to permit a deflection of 100 on the appro¬ 
priate scale when 46 volts are applied. 

When a line is connected to the test circuit, RX is 
varied until the voltmeter gives a full deflection, this 
corresponding to 100 per cent. make. The dial of the 
subscriber’s telephone must be held off-normal 
while the voltmeter is being set as otherwise an 
incorrect reading will be obtained. The reset key is 
next operated momentarily and this removes the 
shunt from relay AW and resistance RW4. Relay 
AW operates and the additional resistance introduced 
moves the voltmeter pointer to a position correspond¬ 
ing to 30 per cent, make, thereby reducing the move¬ 
ment of the pointer during impulsing and enabling 
a steady reading to be obtained sooner than would be 
possible if the pointer had to drop from a full- 
deflection position. 

With the receipt of the first impulse, relay AW 
releases and the deflection is then dependent upon the 
average current in the voltmeter circuit during 
impulsing, which is directly proportional to the 


impulse weight, i.e., since a full-scale 
deflection corresponds to 100 per cent, 
make, a deflection of 33 will correspond 
to 33 per cent. make. During the impulse 
train the pointer therefore moves to a 
position corresponding to the impulse make 
ratio, which is read directly from the 
voltmeter scale. 

The impulse speed circuit (Fig. 8) is 
arranged so that the value of iesistance 
RS2 and the capacitance of condensers QA 
and QB give deflections on the appropriate 
voltmeter scale in accordance with the 
impulse speed when RX is adjusted to give 
46 volts. The value of RS3 is determined in 
conjunction with the voltmeter to give a 
deflection of 10. The adjustment of relay 
CS is such as It) prevent surging when relay 
AS releases for the first impulse in the train. 



When the dial circuit is closed, relay AS operates 
and releases relay CS. Contact AS1 charges condenser 
QA. When relay AS releases, condenser QB is 
charged. The discharge from both condensers is 
passed through the shunted voltmeter, condenser QA 
discharging while QB is charging and vice versa. 
The charging of QA and QB may be assumed to be an 
instantaneous process and therefore quite independent 
of the impulse weight. The discharge is also indepen¬ 
dent of the impulse weight, provided the time constant 
is such as will permit the discharge to be effected 
in a few milli-seconds. 

For a train of 10 impulses, the quantity of electricity 
discharged is constant, but the average current due to 
the discharge is proportional to the rate of impulsing, 
i.e., it depends upon the time interval in effecting the 
discharge, which in turn depends upon the rate of 
impulsing. 
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In the impulse counting circuit (Fig. 9) a uniselector 
is employed to count the impulses and to vary accor¬ 



dingly the shunt across the voltmeter. With the 
adjust key operated and resistor RX suitably set, a 
deflection of 11 is obtained on the scale. The resistor 
remains at that setting and the adjust key is released. 
Receipt of the impulses steps the uniselector and the 
shunt it applies governs the voltmeter reading. 

Two other distinctive features of the test desk are 
described under the following headings :— 

Release of Switches Held by Faulty Lines. 

This circuit is associated with the test circuit and 
enables the test clerk to release a switch held by a 
faulty line. 

The line under test is dialled in the usual way over 
the test distributor and final selector. If the voltmeter 
test indicates that battery-feed relays are across the 
line, the circuit is challenged, and if no response to 
verbal enquiry is obtained, the release key is operated. 
Earth is connected to one side of the line under test, 
whereupon the earth-connected winding of relay A 
in the selector is short-circuited. A booster battery of 
approximately 54 volts is connected to the other side 
of the line via the low-resistance winding of relay A 
in the release circuit. This battery 
causes a slight reversal of current in 
the battery-connected winding of the 
selector A relay which consequently 
releases. Relay B in the selector is 
also released and earth is removed 
from the P wire. The faulty line can 
now be tested free from exchange 
connections. 

The release circuit A relay acts as 
a guard relay and its function is to 
prevent the booster battery from being 
connected to a line which is earthed 
or short-circuited close to the M.D.F., 
when the booster battery current 
would be excessively high, and relay A 
is therefore adjusted so that it will 
operate to a low-resistance earth. It 
then holds through its 1000-ohm winding 
and its contacts light the pilot lamp to 
indicate that the selector must be 
released by hand. 

Relay B is slow operating in order 
to allow relay A sufficient time to test 


the line as described above and, if necessary, to 
open the booster battery circuit. 

Rectifier Circuit for 400 -Volts Supply. 

A 400-volts direct supply to the test circuit, 
enabling the test clerk to perform insulation tests, is 
provided by rectifiers arranged in a voltage doubler 
circuit. 

Complaints Desk. 

Subscribers experiencing difficulty in the operation 
of their telephone services are instructed to dial 
“ MOO.” The circuits from the 3rd selector levels 
terminate on the banks of a group of finder switches 
which are equivalent to answering circuits. A pilot 
lamp, which is provided on each complaints position, 
glows when a complaint call is received and remains 
lighted so long as a call remains to be answered. 
Callers waiting to be answered receive ringing tone, 
which is disconnected when the clerk answers. 

Calls may be extended and metering effected by the 
test clerk. 

The answering key connects the call to the test 
clerk’s telephone circuit. The testing key connects the 
calling subscriber’s line to the test circuit. The 
dialling key enables the test clerk to extend a call. 
The release key is operated if it is necessary to release 
an extended call owing to a dialling error. The regis¬ 
tration control key is operated to meter the call against 
the calling subscriber. The guard lamp commences to 
glow when the test clerk is connected with a caller. 

If only one call is waiting, the pilot lamp will 
cease to glow when the call is taken over. In the 
event of two or more test clerks attempting to take 
over the only waiting call, the guard lamp lights on the 
answering circuit securing the call and the extinction 
of the pilot lamp together with no glow on the guard 
lamp informs the other test clerks that the call has 
been taken over elsewhere. The guard lamp glows 
until the caller replaces his handset. The called super¬ 
visory lamp is used on extended calls. It glows 
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immediately a first selector is obtained and is 
extinguished when the called subscriber answers. 

Auxiliary Equipment. 

Special Service on Faulty Lines.- —Equipment is 
provided to maintain service on faulty lines. On a 
line which is disconnected on one side, service is 
given by connecting the open line to earth at the 
subscriber's premises and plugging the auxiliary 
equipment into the faulty line, which thus becomes 
a single-wire earth-return circuit. On a short-circuited 
line, service is given by opening one side of the line at 
the exchange and earthing the line at the subscriber’s 
instrument. 

Dialled impulses are received over one wire of the 
line, which is so plugged-up that the auxiliary equip¬ 
ment is connected to the sound wire. A relay repeats 
the dialled impulses to the exchange equipment. 

When calling from the exchange, the ringing con¬ 
dition closes a ringing circuit to the subscriber’s line 
over the sound wire. 

Ring-Back Relay Set. —Relay sets are installed to 
provide revertive calls on 2-party lines. A subscriber 
wishing to make such a call dials the ring-back number 
M01 and then replaces his handset. Connection is 
established from a 3rd selector to a relay set, which 
then feeds ringing current to the line. Both bells ring 
and the calling party waits for cessation of ringing, 
which denotes that the called party has answered, 
before lifting his handset again. Battery feed is 
supplied by the relay set. 

Centralised Observation Circuit. —This circuit enables 
observations of subscribers’ service for the Melbourne 
area to be made at City West. Up to twenty line¬ 
tapping circuits are associated with a common 4-wire 
junction circuit. A call is indicated by lamps on the 
centralis'd position, together with an indication of the 
particular line-tapping circuit in use, and means are 
provided for the observation operator to listen on the 
call. Any number of junctions may be connected to a 
central position but as only one at a time can be 
observed, any junction, after the indication has been 
given that a call is in progress, will be released unless 
the observing equipment is free at the time the call is 
originated. 

When a junction is seized by an outgoing call, the 
call lamp at the observation equipment will glow if the 
indicating equipment is free. The equipment at the 
originating exchange transmits impulses to the 
observation centre, where a lamp glows to indicate the 
line-tapping circuit on which the call has originated. 

The impulses dialled by the subscriber are trans¬ 
mitted over the junction and indicated by lamps on 
the observation position. By operating the observation 
key, the observer may listen to the conversation at 
any time. The call may be released right back to the 
line-tapping circuit by the release key. If the circuit 
is found to be faulty, the hold key is operated and the 
circuit thereby held until the maintenance officer at 
the exchange concerned is advised and the call taken 
over by him. Any junction can be cut off from the 
position by the isolation key. 

Centralised Interception Circuit. —Subscribers’ lines 
can be intercepted at the M.D.F. and incoming calls 


extended to a central position. Calls outgoing from an 
intercepted line are connected to the exchange equip¬ 
ment via an impulse repeating circuit. 

An incoming call for an intercepted line is extended 
to the centralised interception position if the position is 
free, and the call is indicated by a lamp. If the junction 
is already in use, busy tone is given to the caller. 

The interception operator ascertains the require¬ 
ments of the caller and deals with the call in one of two 
ways :— 

(a) By operating the " through ” key ; the call is 
then connected through to the called subscriber's 
line and the junction made free. 

(b) By operating the “ lock-off ” key to release the 
interception and junction circuits, pending the 
release of the exchange equipment by the caller. 

Floor Alarms. 

In order to call attention to a lamp indication, 
floor lamps and bells are provided on each floor, thus 
ensuring that an alarm is not overlooked should a 
particular floor not be staffed. 

When the alarm is operated, it can be restored to 
its normal condition only by actually clearing the 
fault, except in certain non-urgent cases where the 
service is not dependent on prompt clearance. 

Power Plant. 

The float system, which has been standard in 
Australia for some years, is used at City West. It 
employs two batteries, each of which is connected to 
the exchange bus-bars on alternate weeks. Each 
battery consists of 26 cells of 4,500 Ah capacity, and 
is provided with a tapping at the 24th cell. Initially, 
two charging machines, each of 750 A, 65 V, capacity, 
may be connected singly or together across either bat¬ 
tery, the voltage of the generators being controlled 
during the floating period by an automatic voltage 
regulator. 

The main discharge lead may be switched to the 
24th or 26th cell on either battery by a power-driven 
make-before-break switch of 3,200 A capacity. 

When the load is insufficient to warrant the opera¬ 
tion of the generators, the 26 cells are switched in and 
the battery alone then serves the exchange. 

During the major portion of the day when the 
charging equipment is required, the generators are 
connected across the 26 cells, the exchange operating 
from 24 cells only. 

When the two end cells become fully charged, the 
generator is connected across the exchange bus-bars 
with the 24-cell battery floating. 

The estimated leadings of the discharge leads are 


as follows :— 

Positive lead 3,100 A 

50 V negative lead 3,100 A 

Positive battery lead 10 A 

P.B.X. fuse panel lead 200 A 


The power distribution is by copper bus-bars 
suitably supported on porcelain insulators suspended 
from the ceiling. A circuit breaker protects the nega¬ 
tive feed to the equipment on each floor, and fuses 
are used to give protection on the feeds to each suite 
or pair of suites. 


243 



Fig. 11. —Power Board. 


Fig. 11 shows the power board for controlling the 
charging or floating of the main batteries and sub¬ 
sidiary equipment. A second power board, for control¬ 
ling the discharge circuits, is installed on the first 
floor. 

Two ringing and tone generators are supplied, and 
each has a capacity of 300 W at 75 V. One operates 
from the 230 V mains and the other from the exchange 
battery. Automatic change-over is employed in the 
event of a failure of output from the mains-driven 
machine. 

The tones, which are generated by an inductor tone 
generator and passed to the subscriber via a third 
winding on the selector A relay, are noticeable by their 
good quality and freedom from inducing cross-talk. 


Cutting-Over. 

Before the establishment of the City West exchange, 
the call letter M had been allocated to South Melbourne 
exchange ; in consequence, before any subscribers 
could be accepted on the new equipment, it was 
necessary to convert South Melbourne to a branch 
exchange with the call letters MX. This entailed the 
routing of calls via incoming first selectors, second 
selectors, and outgoing junction relay sets at City 
West prior to the cutting of City West into service. 
It will be appreciated that each main exchange in the 
Melbourne network had to relinquish its junctions to 
South Melbourne exchange and to establish a direct 
route to the City West incoming second selectors 
without any interruption in the service. As directory 
number changes were involved, each conversion had 
to coincide with the normal directory issue, which, in 
Melbourne, occurs in May and November of each 
year. 

The conversion of South Melbourne to six figure 
working was made in November 1937, thus enabling 
the initial City West subscribers' cut-over to occur in 
May 1938, with a further transfer of subscribers in 
November, 1938. The fact that some of the equipment 
had been in service for about a year prior to the final 
change-over provided a useful guide as to the liability 
of faults under practical conditions but it is pleasing to 
report that these were singularly few and no important 
changes were either made or contemplated in the 
original equipment. 

A cknowledgment 

Indebtedness is expressed to The Postmaster 
General’s Department, Melbourne, and to The 
General Electric Co., Ltd., for the supply of the 
diagrams and photographs that accompany this 
article. 


Addition and Subtraction Logarithms f. addey, b .sc..f.r.a.s„m.i.e.e. 

U.D.C. 518.2 

Logarithms for multiplication and division are well known. The author describes and explains the use of another series 

of logarithms for addition and subtraction purposes. 


I T is sometimes necessary in the course of a com¬ 
putation to obtain log~ (a + b) or log (a — b) 
when log a and log b have been found at an 
earlier stage in the computation. This may be done 
without the intermediate steps of finding a and b from 
their logarithms, by functions known as “ addition 
logarithms " and “ subtraction logarithms.” 

The derivation of these functions and the methods 
by which they are used, are explained below. 

In what follows a is assumed to be greater than b. 
Addition Logarithms. 

Since a + b = a (1 + b/a), log (a + b) = log a 
+ l°g (1 + b/a). Log (1 + b/a) is called the 
” addition logarithm.” Addition logarithms are 
tabulated with log a/b, or log a — log b, as argument. 
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Example. 

Given log a = 1 *93470 and log b = 1*86570, to find 
log (a + b). 

log a = 1*93470 
log b = 1*86570 


log a — log b = 0*06900 

Entering the table of addition logarithms with the 
argument 0*06900, the corresponding addition 
logarithm is found to be 0*26790. 

Then : 

log a = 1*93470 
Addn. log = 0*26790 

Sum = 2*20260 = log (a + b). 









This result can be confirmed by performing the 
calculation without the use of addition logarithms, 
thus : 

log a = 1*93470 a = 86*04 

log b = 1*86570 b = 73*40 


a + b = 159*44 
log (a + b) = 2*20260 


Subtraction Logarithms. 

Since a — b = a (1 — b/a) = a -y 

1 


1 


1—b/a ’ 


log (a — b) = log a 

1 


log 


Log : 


1 — b/a * 

is called the “ subtraction logarithm.” 


1 - b/a 

As with addition logarithms, subtraction logarithms 
are tabulated with log a/b, or log a — log b, as 
argument. 

Example. 

Given log a = 0*57345 and log b == 0*23147, to find 
log (a — b). 

log a = 0*57345 
log b = 0*23147 


log a — log b = 0*34198 

Entering the table of subtraction logarithms with 
the argument 0*34198, the corresponding subtraction 
logarithm is found to be 0*26361. 

Then : 

log a = 0*57345 
Subn. log = 0*26361 


Difference = 0*30984 = log (a — b). 

This result can be confirmed thus : 

log a = 0*57345 a = 3*74498 

log b = 0*23147 b = 1*70400 


a - b = 2*04098 


log (a — b) = 0*30984 

Since b is not greater than a, the value of b/a ranges 
from 1 when b = a, to 0 when b = 0. Thus the values 
of the addition logarithms range from log 2 to log 1, or 
from 0*301030 to 0. The corresponding arguments, 
log a — log b, range from 0 to but in practice the 
range is limited. The value of the addition logarithm 
decreases as the argument increases, and when 
log a — log b == 6 the addition logarithm, to six places 
of decimals, is 0, so that six place tables need not be 
taken beyond the argument 6. For subtraction 
logarithms, the arguments range from 0 to while 
the range of the corresponding subtraction logarithms 
is from log 00 (when b = a) to log 1 (when b = 0), or 
from °° to 0. 

This inconveniently long range is, however, 
shortened in practice. In the first place, similarly to 
addition logarithms, the value of the subtraction 
logarithm decreases as the argument increases, and 
when log a — log b = 6, the subtraction logarithm, 
to six places of decimals, is 0, so that six place tables 


do not need to be taken to arguments greater than 6. 
Furthermore, the argument need not be taken below 
0*3, because for lower values of the argument the 
tables so limited can be used reversed, the argument 
being looked up in the body of the table, and the 
corresponding subtraction logarithm being found in 
the argument column. This can be shown as follows : 

For the argument log a — log b the table gives 


log 


--r-p , the subtraction logarithm. 

1 — b/a 

Let a — b = b\ so that b = a — b'. 

Then the argument log a — log b becomes log a 
a , 1 


-log (a-b') = log ; 


v = lo g 


which is 


a — b' A " b 1 — b'/a ’ 
the subtraction logarithm for finding log (a — b'). 

Also the subtraction logarithm corresponding to 


1 a 

log a - log b, i.e. log — = lo S pib =: lo S a 

—log (a — b) = log a — log b', which is the argument 
for finding the subtraction logarithm for obtaining 
log (a — b'). Thus argument and corresponding sub¬ 
traction logarithm are reversed. 

Since between b = a and b = 0 the range of the 
argument is from 0 to and that of the correspond¬ 
ing subtraction logarithm from to 0, there is some 
value for which the argument and subtraction 
logarithm are equal. At this point we have log a 

— log b = log l > or lo S a / b = lo & a / ( a “ b )- 

Therefore at this point a/b = a/ (a — b), b = a — b 
ora = 2b. Thus when the argument and subtraction 
logarithm are equal, a = 2b, and log a = log 2 + log b, 
or log a — log b = log 2 = 0*301030. 

Thus it is only necessary to tabulate the argument 
from 0*301030 (in practice from 0*3) upwards. The 
body of the table then contains subtraction logarithms 
from 0*301030 downwards. For arguments less than 
0*3 the argument is sought in the body of the table, 
and the corresponding subtraction logarithm is found 
in the normal argument column. 


Example ,* 

Given log a = 0-57229 and log b = 0*42959, to find 
log (a - b). 

log a = 0*57229 
log b = 0*42959 


log a — log b = 0*14270 

This argument is less than 0*3, so that it must be 
looked for in the body of the table. 0*14270 in the 
table corresponds to 0*55276 in the argument column, 
so that 0*55276 is the subtraction logarithm. 

Then : 

log a = 0*57229 
Subn. log = 0*55276 


Difference = 0*01953 = log (a - b ). 

To confirm this : 

log a = 0*57229 a = 3*735 

log b = 0*42959 b = 2*689 

a - b = 1*046 

log (a - b) = 0*01953. 
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In the examples which have been given it will be 
seen that the finding of log (a i b), when log a and 
log b are known, necessitates three references to tables 
when ordinary logarithms are used, but only one 
reference when addition or subtraction logarithms are 
employed. Of course, for a single short computation 
this saving in time is negligible, but it becomes 
appreciable with a long computation involving 
several such steps, or when the number of computa¬ 
tions is large. As an example of the saving which is 
effected, the following calculation of an impedance is 
carried out, first with ordinary logarithms throughout, 
and then with addition and subtraction logarithms. 
References to tables are indicated by asterisks, and it 
will be seen that in the first method there are 11 such 
references, whereas there are only 7 in the second. 

lo evaluate R 2 -f ^coL — , where : 

a) = 2 tt/, = 942-477 
when / =150 cycles per second 

R = 36 ohms 
L =0-7 henry 
C = 15 x 10 -6 farads. 

Ordinary Logarithms. 

* log 952-477 = 2-97427 


coL 


log oj = 2-97427 
*log 0-7 = 1-84510 


log ojL = 2-81937 

* Antilog = 659-73 


1 

coC 


log co = 2-97427 
*log 15 x 10- 6 = 5-17609 

log wC = 2-15036 


log 1/coC = 1-84964 

* Antilog = 70-74 


^o>L- —^ 2 * * log difference =2-77011 -Difference 


= 588-99 

X 2 = 5-54022 

* Antilog =346920 


R 2 


*log 36 = 1-55630 
X2 = 3-11260 

* Antilog = 1296 


>+(^y * iog 


sum = 5-54185 Sum 

=348216 

~2 =2-77093 

*Antilog = 590-1 


Addition and Subtraction Logarithms. 

The procedure is the same as before as far as the 
finding of log 1/coC, except that the antilog of log coL 
is not found. 

The calculation then proceeds as follows : 

log coL = 2-81937 

log L. = 1-84964 
coL 

log wL — log -i- = 0-96973 

* Subtract ion log = 0-04925 
log o>L—subn. log= 2-77012 

X 2 = 5-54024 

*log 36 = 1-55630 
X 2 = 3-11260 
(a) - (b) = 2-42764 
* Addition log = 0-00162 

(a) + addn. log = 5-54186 = log 

( R!+ (“ L - src)') 

4- 2 = 2-77093 = log 

V RS+ (" L -i:) ! 

* Antilog = 590-1 =Jr 2 +(coL- 

Although addition and subtraction logarithms seem 
to be little known in this country outside the ranks of 
professional computers, they are by no means new. 
They were first proposed by Z. Leonelli, in his 
“ Theorie des logarithmes additionnels et deductifs,” 
published in 1803 at Bordeaux. Leonelli calculated’a 
table to 14 places, but only the specimen portion of 
this table which was included in his book as an 
illustration was ever printed. 

During the early years of the nineteenth century 
addition and subtraction logarithms were made widely 
known by Gauss, and because of this they are 
frequently known as Gaussian logarithms. The first 
full table actually published was due to Gauss. It 
was to five decimal places, and was printed in 1812 in 
Zach’s “ Monatliche Korrespondenz.” 

Until recently nearly all the tables of these functions 
have been published either in Germany or France. 
This year, however, a second edition of Cohn’s 
" Tables of addition and subtraction logarithms to six 
decimals,” originally published in 1909 at Leipzig, 
has been brought out by Scientific Computing Service, 
Ltd., 23 Bedford Square, W.C.l. This edition con¬ 
tains a preface in English giving full explanations of 
the use of the tables, as well as the original preface in 
German. 

In addition to this set of tables there are four- 
figure tables of addition and subtraction logarithms, 
with full explanations, in the collection of “ Standard 
Four-figure Mathematical Tables,” by Milne-Thomson 
and Comrie, published in 1931 by Macmillan & Co. 


“ loe (" L - i) 

= log R 2 .(b) 
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The Operation and Utilisation of 

Echo-Suppressors r. e. jones, m.s c ., a.m.i.e.e. 

U.D.C. 621.395.648.1 

In this article the main types of echo-suppressor are discussed, together with a consideration of the factors that affect their 

operation and utilisation. 


Introduction. 

N echo-suppressor, as the name implies, is 
a device intended to eliminate undesired 
effects due to reflected currents in a telephone 
circuit. These reflected or echo currents, which are 
returned to both talker and listener, are not of 
importance when they are heard substantially at 
the same time as the speech signals, but become 
increasingly important as the echo delay time becomes 
greater. The order of echo delay times that are 
encountered in practice can be estimated from a 
knowledge that, whereas on non-loaded or aerial 
line systems velocities of transmission of 150-180 
miles per millisecond are obtained, on coil-loaded 
lines the velocitj' falls to values of 20 and even 10 
miles per millisecond. Echoes having delays of up 
to 20 milliseconds are difficult to detect as separate 
sounds, and it will be seen that these correspond 
to lengths of echo paths varying from 3,600 to 
200 miles for the types of circuit referred to, which, 
for simple 4-wire circuits, correspond to route 
lengths of 1,800 to 100 miles. It is, therefore, 
evident that, particularly on low velocity coil-loaded 
underground cable circuits, echo delay times consider¬ 
ably greater than 20 milliseconds will quite often 
occur. The annoyance value of echo is determined 
not only by the delay but also by the loss in the echo 
path and these two factors combine to produce the 
total impairment. The effect of echo is different for 
talker and listener. For the former, the main effect, 
to those familiar with the phenomenon, is that it 
interferes with the smooth flow of conversation ; 
whereas for those to whom it is strange, it appears 
as the effort of another talker endeavouring to 
interrupt. For the listener, however, echo operates 
as a direct reduction of intelligibility. In the study 
of impairment due to echo, it is necessary, therefore, 
to consider the two conditions separately. It will be 
readily understood, however, that although the 
delays in listener and talker echo paths are equal, 
the loss is greater in the listener paths and hence, 
almost always, talker echo is found to be the limiting 
condition. 

Echo-suppressors are operated by the speech 
signals themselves and when operated introduce 
sufficient loss into the return direction of transmission 
to reduce the volume of the echo to negligible or, 
at least, tolerable proportions. It follows that the 
point in the circuit at which they are introduced 
must be where the directions. of transmission are 
separated, i.e., where the construction is 4-wire. 
Where echo-suppressors are installed on circuits 
which are normally of 2-wire construction, the point 
at which the echo-suppressor is introduced must be 
equipped with 2-wire/4-wire termination sets. By 
far the big majority of echo-suppressors are, however, 
installed on audio circuits which are of 4-wire con¬ 
struction, in coil-loaded underground cables. Carrier 


systems which operate on non-loaded underground 
cables will not normally require the installation of 
echo-suppressors by virtue of the small delay times 
that occur. 

Various types of echo suppressor have been devel¬ 
oped and this article describes the main types and the 
factors governing their employment. 

Types of Echo Suppressor. 

Echo-suppressors have been classified under two 
main groups which are known as units having [a) 
discontinuous action and (b) continuous action. 
The former class comprises those in which the 
suppression loss is obtained by the operation of a 
mechanical switch so that the suppression loss 
characteristic passes immediately from the quiescent 
to the fully operated condition and, in a similar 
manner, during the release operation, the loss, when 
it is removed, is removed suddenly and the circuit 
restored to its quiescent condition. 

The second class, of continuous acting units, com¬ 
prises those in which the transition from the quiescent 
state to the operated state is more or less gradual, 
depending on the design. Where the steepness of the 
characteristic of the continuous acting type approaches 
that of the mechanical switch, it is justifiable and 
common practice to refer to such a device as an 
electrical switch. 

Up to the present time, echo-suppressors utilised 
in the U.S.A. have been of the discontinuous type 
and those utilised in Europe have been of the 
continuous type. 

Methods of Obtaining Suppression. 

There are three main methods of obtaining 
suppression loss which have been utilised in echo- 
suppressors. They are as follows : 

(1) Relay operation. 

(2) Grid-jamming. 

(3) Rectifier attenuation networks. 

Relay Operation. —This method has been utilised 
in America. The echo-suppressor consists essentially 
of an amplifier-rectifier having controllable time 
characteristics, in the output circuit of which is a 
relay which short-circuits the return direction of 
transmission. This echo-suppressor is described in a 
paper by Clark and Mathes 1 . 

Grid-jamming. —This method was developed by 
Robinson and Chamney 2 , of the British Post Office, 
and has been used in a number of European countries. 
The echo-suppressor consists essentially of an ampli¬ 
fier-rectifier having controllable time characteristics, 
the rectified voltage output of which is applied 
in a negative sense in the grid-cathode circuit of an 
amplifying valve in the return direction of trans- 

1 A.T.E.E.J., June, 1925. 

2 British Patent 225603. 
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^ IG - 1*—Loss Characteristic of Rectifier Attenuation 
Type Echo-Suppressor. 


mission, in such a manner as to nullify its amplifica¬ 
tion. Hence the derivation of the term “ grid¬ 
jamming " for this type of operation. Approximately 
600 echo-suppressors of this type have been installed 
in Gt. Britain. 

There is no reason why this method, on theoretical 
grounds, should not be entirely satisfactory. There 
are two practical difficulties, however, which influence 
its utilisation. These are, first, that the design of the 
valve which is to be grid-jammed is more complicated 
than it would otherwise be, to ensure that the applica¬ 
tion of a reasonable negative potential to the grid 
does effectively nullify the amplification of the valve, 
and, secondly, in order to prevent undesired surge 
signals due to the collapse of the anode current, it is 
desirable that the suppressed amplifier should be of 
balanced (push-pull) construction, with consequent 
complication to the amplifier design. 

This method of grid-jamming has, however, been 
used quite extensively in Europe up to the intro¬ 
duction of rectifier-attenuation networks, which is 
the third and generally adopted method for all new 
designs. 

Rectifier Attenuation Networks .—The properties of 
dry plate metal rectifier elements have been known 
for many years and in 1930 the general problem of 
their utilisation for the construction of loss networks 
was actively investigated. 3 In earlier articles in this 
Journal, detailed descriptions have been given of 
the form of variable attenuation network used in the 
Post Office No. 3 and No. 5 type echo-suppressors. 4 
The networks consist essentially of non-linear resist¬ 
ance elements (dry plate rectifier elements) inserted 
in series and shunt arrangements in the transmission 
line, the impedance and hence the transmission loss 
of such networks being determined by a control 
current. The t 3 'pe of loss characteristic obtained in 
terms of the control current is shown diagramatic- 
ally in Fig. 1, although it will be appreciated that the 
actual shape can be varied, depending on the network 
arrangement employed. 

Metal-rectifier attenuation networks have very 
considerable advantages from the standpoint of size, 
cost and reliability. Their performance as a switch 
can be made to approach very nearly that of a 
mechanical switch, without the disadvantage of the 

3 French Patent 708559. 

4 P.O.E.E.J ., Vol. 28, p. 27, and Vol. 30, p. 18G. 
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maintenance adjustments that appertain to the 
latter. The suppression loss obtained can be arranged 
to be amply sufficient for all normal purposes. They 
are substantially free from contact resistance troubles. 

Prevention of False Operation by Pre-Echo. 

The echo-suppressor in its simplest form consists 
of two independent half units SI and S2 at positions 
ab and cd in a telephone circuit AB as shown in Fig. 2a. 
Positions ab and cd will be, in general, intermediate 
points in the circuit and it will be observed that they 
are arranged with regard to the direction of trans¬ 
mission so that a point of suppression occurs before 
the point at which an input is derived. If this were 
not so, the echo signals themselves would be capable 
of causing false operation. 

Such an arrangement is still liable to false operation 
(by signals transmitted from A to B) due to echo 
signals that pass the point b before the operation of 
SI is complete. This pre-echo signal, as it is termed, 
may partially or fully operate S2 leading to partial 
or full mutilation of the A-B transmission. 

This is normally prevented by maintaining the 
effective sensitivities of SI and S2 approximately 
equal and by arranging that the transmission time 
aBb (or cAd) is equal to or greater than the operating 




time of SI (or S2). The latter requirement cannot be 
fulfilled when the echo-suppressor is required to be 
installed at the terminal station. It can be approached 
by making the operating time of SI and S2 very 
short, so that an inappreciable amount of pre-echo 
exists, either as a false-operating signal or as an 
annoyance. This time has been determined at 1-5 
milliseconds for peak signals. It follows, however, 
that for continuous-acting types, considerable operat¬ 
ing times are encountered near the operating limit 
and this fact, coupled with possible differences in 
effective sensitivity, may still lead to a degree of 
false operation. An investigation into this effect is 
described in an article by Strecker. 5 

Two methods have been developed to eliminate 
false operation. They are normally referred to as 
“ suppressor-suppressor action ” and “ differential 
operation.” The former is possibly a more natural 
line of action and comprises the disablement of the 
unwanted suppressor by an auxiliary suppressor- 
suppressor. It has an advantage regarding lock-out 
to which reference will be made later. The latter 


5 T.F.T., August, 1937. 


























method is novel and is due to L. E. Ryall, of the 
British Post Office. 

Suppressor-Suppressor Action. —The operation of 
this method will be described with reference to 
Fig. 2 b, in which it will be observed that the sup¬ 
pressor units are shown at terminal stations, the 
auxiliary suppressors being marked S12 and S21. 
A signal transmitted from A to B operates, in turn, 
the suppressor-suppressor S12 and then the echo- 
suppressor SI. The latter must be fast-operating, 
however, to guard against S21 delaying or preventing 
its operation. By virtue of the transmission time in 
the path eBc., the operating time of S12 (and S21) 
can be greater than that of SI (and S2). The real 
purpose of suppressor-suppressor action is considered 
to lie, however, in the prevention of lock-out rather 
than in the prevention of false operation, on account 
of the reaction of S21 on SI referred to above. The 
necessity of guarding against lock-out will be con¬ 
sidered in due course. The British Post Office has 
not so far adopted the use of the suppressor-suppressor 
principle. 

Differential Operation. —This method has been 
adopted by the Post Office for all recent developments 
in echo-suppressors and like equipments. The 
essential feature lies in the interlock arrangement 
whereby when one direction is operated to become of 
high loss, the other direction is biased back by an 
equal amount to remain of no loss, so that it is not 
possible for both directions to be of high loss at the 
same time. The principle of differential operation is, 
of course, independent of the method used for obtain¬ 
ing suppression loss, but will be illustrated in its 
application in conjunction with rectifier attenuation 
networks. In Fig. 1 is shown a typical loss charac¬ 
teristic of the type of network employed in terms of the 
control currenl which determines this loss. Fig. 3 
shows how this control current is obtained. The two 
networks N1 and N2 are, in respect to the control 
current, arranged in a bridge formation, so that each 
network receives a quiescent current of 1 *2 mA for 
example. The out-of-balance in this condition is zero, 
which fixes the point shown as zero in Fig. 1. In this 
condition both networks are of no loss. It is apparent 
that if the impedance of one valve in the bridge 
arrangement is changed, by the application of rectified 
speech voltages in a positive manner in the grid- 
cathode circuit for instance, an out-of-balance current 
will flow across the bridge in such a manner as to cause 
one network to remain of low loss, whereas the other 
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network, on account of the reversal of the control 
current, will become of high loss. It is equalfy appar¬ 
ent that it is not possible for both networks to be of 
high loss simultaneously. In this manner, by main¬ 
taining the operating characteristics of the two 
halves approximately equal, a complete safeguard 
against false operation is obtained. Other advantages 
accrue from the use of differential operation. A 
safeguard against noise operation is obtained in the 
following manner. If, for example, there is present at 
both inputs a small amount of noise signals, then both 
bridge valves will tend to be actuated in a like manner 
with the result that the bridge will tend to remain 
balanced ; whereas with other types, partial operation 
of the two halves independently would have resulted. 
Or again, if there should be weak speech in one 
direction which is not strong enough to operate the 
echo-suppressor fully, it will tend to prevent any 
noise in the reverse direction from falsely operating 
the suppressor, since the noise voltage will now have 
to overcome the bias set up by the weak speech 
signals. The differential arrangement therefore 
enables speech signals to hold the suppressor more 
easily against noise signals present in the opposite 
direction. 

False Operation of Terminal Echo-Suppressors. 

An echo-suppressor located at a terminal of a 4-wire 
circuit is liable to a particular form of false operation. 
This is best illustrated by Fig. 4. This shows a 4-wire 
circuit terminated at A having a transmit direction 



Fig. 4.—Terminal Echo-Suppressors subject to False 
Operation. 

AD and a receive direction EA. A full double-acting 
echo-suppressor is derived at B and C. A signal 
applied at the 2-wire line at A will be at a level of 
+% db. at B and at a level of —n 2 at C. In this 
country these values are generally +10 db. and — lOdb. 
respectively. Since the local sensitivities of the 
echo-suppressor at B and C are equal, it follows 
that there is a bias of (n t + n 2 ) db. in favour of oper¬ 
ation in the correct direction, which in the example 
quoted, is a bias of 20 db. It will be apparent, 
however, that this bias will no longer be obtained 
should there be suppression loss present in the 
path AB. This occurs when the signal applied at A 
follows immediately after or simultaneously with a 
signal received from E. Should the suppression loss 
introduced in this way exceed 20 db., a condition 
favourable to false operation would be obtained. 
With speech signals this effect has not been found 
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to be serious, since the discontinuous envelope of 
speech sounds always enables the echo-suppressor 
to take control in the right direction, with substan¬ 
tially no clipping. Experience has only been obtained 
with continuous type echo-suppressors, however, and 
it is probable that a considerably more serious degree 
of false operation would be obtained with relay type 
units, unless the suppression loss were limited to an 
adequate but not excessive amount. With con¬ 
tinuous tone signals this effect is naturally much 
more serious, and hence it becomes necessary where 
echo-suppressors are used in conjunction with 
systems such as the 2 V.F. signalling scheme, to 
ensure that such false operation cannot occur. 

The most obvious method of preventing this type 
of false operation is to insert a buffer amplifier 
between points A and C. It is seldom found possible 
to use the gain of this amplifier usefully, and such 
provision is accordingly uneconomic. 

Adequate safeguard against false-operation can, 
however, be obtained by the use of a hybrid coil 
instead of an amplifier in the manner shown in 
Fig. 5. This scheme is cheaper both on first cost and 
annual charges. 



Fig. 5.—Use of Hybrid Coil as Safeguard against 
False Operation. 

Another method, which depends on the use of 
signals in phase opposition, has already been 
described in this Journal. 6 

Other methods have been investigated but have 
proved to be less satisfactory than those already 
mentioned 

Factors Affecting the Effective Speech Sensitivity of 

Echo-Suppressors. 

The four main factors that determine the effective 
speech sensitivity of echo-suppressors are [a) the 
tone sensitivity setting ; ( h ) the shape of the sensi¬ 
tivity-frequency characteristic; (c) the operating 

time-input level characteristic and the restoring 
time-input level characteristic. 

Sensitivity and Sensitivity-Frequency Characteristic. 

A certain amount of tuning of the sensitivity- 
frequency characteristic is unavoidable on account of 
the frequency spectrum of speech compared to that 
of noise, in order to obtain the maximum advantage 
to speech. This tuning differs in different territories 
according to the types of noise encountered. In this 
country, the limiting noise has been established to be 
due to switchroom noise picked up in the operator's 

6 P.O.E.E.J Vol. 30, p. 186 
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Fig. 6.—Sensitivity-Frequency Characteristic. 


headset and has a spectrum like that of speech, due 
to the weighting of the transmitter characteristic. 
This ignores certain special cases such as radio 
channel noise regarding which special steps will need 
to be taken. The shape of the sensitivity-frequency 
characteristic employed in this country is shown in 
curve C of Fig. 6 compared to that of types used 
elsewhere. The effect of this shaping on the effective 
speech sensitivity will be described later. Having 
determined the shaping to be employed, the sensitivity 
level can be fixed to give a margin of safety against 
noise operation. The value employed in this country 
is such that a level of —30 db. at 800 c.p.s. at a zero 
level point gives rise to a suppression loss of 30 db. 
This is in substantial agreement with the recom¬ 
mendation of the C.C.I.F., which states that this 
level, for a suppression loss of 6 db., should lie 
between —22 and —31 db. 

The shaping of the sensitivity-frequency character¬ 
istic recommended by the C.C.I.F. has been made 
somewhat indefinite in order to accommodate the 
conflicting requirements of various administrations. 
The recommendation states that the frequency of 
maximum sensitivity should lie between 700 and 
1,200 c.p.s., that the effective width of the frequency 
band at 1-0 neper from maximum sensitivity should 
be at least 500 c.p.s., and at 1*5 nepers should be at 
least 1,000 c.p.s. ; together with a general recom¬ 
mendation that the curvature of the characteristic 
should be less at high than at low frequencies. 

Operating and Restoring Time-Input Level Charac¬ 
teristics. —-In order to obtain a high effective speech 
sensitivity, it is desirable that the operating time 
should be small and constant over as wide a port on of 
the working range of input signals as possible. On the 
other hand, the restoring time should be maintained 
reasonably long in order to bridge the weak syllables 
in speech sounds. One limit to the length of the 
restoring time is fixed by the possibility of initial 
clipping of responding speech signals, transmitted 
along the return path. Tests carried out in Gt. Britain 
with terminal echo-suppressors, where this effect 
would be most pronounced, have shown that inappre¬ 
ciable initial clipping occurs with restoring times up 
to 250 milliseconds. On the other hand, unnecessary 
reduction of restoring time will detract from speech 
sensitivity. Close adjustment of restoring time is 
never desirable. The restoring time should also be 
reasonably constant over as wide a range of working 





















F IG . 7.—Effect of Sensitivity-Frequency Characteristic. 


input levels as possible. This independence of the 
time factors on input level is normally obtained by 
a saturation device, which, for the later types of 
suppressor used in this country, is arranged to be 
operative for signals 20 db. below peak loading. The 
C.C.I.F. has made the following recommendations 
regarding the time characteristic of echo-suppressors : 

Operating time : at the frequency of maximum 
sensitivity 


Input Level 

Operating Time 

(a) 20 db. above normal 
sensitivity. 

( b ) 6 db. above normal 
sensitivity. 

1 to 2-5 milliseconds. 

less than 15 milliseconds. 

Restoring time : at the frequency of maximum 
sensitivity 

Input Level 

Restoring Time 

(a) 20 db. above normal 
sensitivity. 

(b) 6 db. above normal 
sensitivity. 

Equal to 2*25 times the 
time between the echo- 
suppressor and the end 
of the circuit plus 50 
milliseconds. 

At least one-quarter the 
value determined above. 


It is further recommended that the restoring time 
(a) should be rounded off to one of 
three values 50, 150 or 250 milli¬ 
seconds and should never exceed 
250 milliseconds. 

Measurements of Effective Speech 
Sensitivity .—Tests are being carried 
out to assess the importance of the 
various factors that determine the 
effective speech sensitivity of an 
echo-suppressor by measuring the 
percentage of the speaking time 
during which the suppressor under 
test is operated to a loss of 30 db. 

The percentage is determined by a 
comparison of the times during 
which the working suppressor and 
another of considerably greater 
sensitivity are operated from 


regulated speech signals. Adequate 
precautions are taken against noise 
operation. 

The Effect of the Sensitivity- 
Frequency Characteristic .—In Fig. 7 
are shown three curves A, B and C, 
corresponding to the response 
characteristics given in Fig. 6. 
Curve C applies to the modern 
suppressors used in this country 
(Nos. 3, 4 and 5) and curves A and 
B to other types in use. 

It will be observed that at 50 per 
cent, operation, the change of 
effective speech sensitivity can be as 
much as 10db. This fact emphasises the undesirability 
of sharp tuning of the suppressor characteristic. 

The Effect of Operating and Restoring Time .— 
Fig. 8 shows two curves relating to existing types of 
echo-suppressor in use in this country. The No. 2 
suppressor is of the old grid-jamming type having a 
frequency characteristic approximately that of curve 
B in Fig. 6, whereas the No. 5 is of the attenuation 
network type having a frequency characteristic 
approximately that of curve C in Fig. 6. The operating 
and restoring times are shown in the table on Fig. 8. 
Although this investigation is still in hand and the 
actual numerical values are subject to alteration, there 
is evidence that, although the increased restoring 
time tends to offset the loss of sensitivity due to 
increased operating time and sharper tuning, the No. 2 
type is in the order of 9 db. less sensitive than the 
No. 5 for equal tone sensitivities. Since half this 
amount is due to the sharper tuning, the remainder 
is on account of the time characteristic. 

Lock-out .—In general, on circuits equipped with two 
or more echo-suppressors, a condition of lock-out can 
arise due to the suppressors being operated in such a 
manner as to prevent either subscriber from hearing 
the other. 

The true extent to which lock-out could adversely 
affect a built-up connection had not been investigated 
until recently, 7 with the result that the danger from 

7 E.F.D., October, 1934. and B.S.T.J., April, 1938. 



Fig. 8.—Speech Sensitivities of Echo Suppressors Nos. 2 and 5. 
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this form of false operation has in the past tended to 
be over-estimated. It is, for instance, considered to 
have influenced the layout of suppressors used in 
certain countries in the manner shown in Fig. 2b, 
but without suppressor-suppressor action, in order 
that intermediate and unwanted half suppressors in a 
built-up connection could be switched out of circuit. 
This was advocated as recently as 1934. 8 It is under¬ 
stood, however, that it is no longer intended to do 
this in those territories where such layouts apply. 
It has also led to the development of suppressor- 
suppressor action as described earlier which reduces 
but does not eliminate the chance of lock-out 
occurring. 

Since no precautions had been taken in Gt. Britain 
against the danger of lock-out cn built-up con¬ 
nections, tests were carried out on specially set-up 
connections up to a maximum transmission time 
between echo-suppressors of 300 milliseconds. The 
number and durations of the lock-out periods were 
measured, and specially trained observers were 
employed to record speech repetitions, those 
coinciding with a state of lock-out being recorded 

°/ 

/o 



Fig. 9.—Percentage of Lockouts according to Duration. 

separately. For convenience in analysis, lock-out 
periods were grouped in steps of 0 to 0-5 seconds, 
0*5 to 1 second, and then in 1 second steps. 

From the percentage of lock-outs of various dura¬ 
tions in terms of the transmission time between the 
echo-suppressors given in Fig. 9, two facts are 
outstanding. First, the distribution is independent 
of the transmission time between the echo-suppressors 
and, secondly, a very large proportion of the total 
lock-outs which occur are of very short duration and 
are ineffective in interfering with the conversation. 
Since, as will be seen later in the correlation of lock¬ 
out durations and repetition rate, only a proportion 
of lock-outs greater than 1 second duration need be 
taken into account, it follows that between 80 and 
90 per cent, of the lock-outs that occur in practice 
are of negligible impairment value. 

In Fig. 10 is shown the number of lock-outs of 
various durations per 100 seconds of conversation 
time in terms of the transmission time between the 
echo-suppressors. These figures should be studied in 

8 VOE — Fachbesichte, 1934. 



Fig. 10. —Number of Lockouts per 100 Seconds having a 
Duration of 

A. Between 0 and 0*5 secs. D. Between 2-0 and 3 0 secs. 

B. „ 0-5 „ 1-0 „ E. „ 3-0 ,, 4-0 

C. „ 1*0 „ 2-0 „ F. „ 4-0 „ 5 0 ” 

conjunction with Fig. 11, which shows in curve A 
the total repetition rate for the various circuit con¬ 
ditions, and in curve B the rate determined by 
experiment to be due to lock-out. 

The high repetition rate values are mostly due to 
the long transmission times between talkers and 
the transient distortion which, at the high and low 
frequencies in the speech band, exceeded 50 milli¬ 
seconds for the longest connections. 

By inspection of the number of repetitions and the 
number of lock-outs of various durations occurring in 
100 seconds can be deduced the complete unimport¬ 
ance of short period lock-outs. 



o 100 200 300 

TRANSMISSION TIME (MILLISECONDS) 


Fig. 11. —Number of Repetitions per 100 Seconds. 
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To assess the importance of lock-out, at 100, 200 
and 300 milliseconds transmission time, the trans¬ 
mission index (T.I.) both with and without lock-out 
is shown in the following table. The index is a factor 
given by the expression T.I.=50 (1+log r) where r is 
the repetition rate. 


Transmission 

Time 

mS. 

Transmission Index 

Total 

Without 

Lock-out 

Difference 

300 

65 

57 

8 

200 

60 

55 

5 

100 

50 

48 

2 


Present experience in connection with effective 
transmission has shown that the values of T.I. can 
be regarded as a measure of the effective transmission 
and the differences can be regarded as impairment 
values in decibels. It is noteworthy that the impair¬ 
ment increases nearly proportionally with trans¬ 
mission time. This means that there is no value of 
transmission time at which the impairment increases 
rapidly : if this were so, it would give a means of 
fixing the maximum permissible time between echo- 
suppressors. On the other hand, it is evident that the 
effect exists at all transmission times and it only 
remains to assess the relative value of the impairment. 
As a basis of comparison, the impairment due to the 
average room noise measured at telephone stations 
in London is estimated to be 12 db. and at 30 per 
cent, of stations values greater than 20 db. occur for 
appreciable lengths of time. 

As a result of this analysis it can be stated quite 
definitely that lock-out is not an important factor in 
degrading telephone transmission ; that the impair¬ 
ments obtained are quite negligible where the trans¬ 
mission time between echo-suppressors does not 
exceed 150 milliseconds and that for times in excess 
of this, the impairment increases in approximately 
direct proportion to the transmission time and only 
reaches appreciable dimensions where the time of 
transmission approaches the present limit for com¬ 
mercial transmission, namely, 250 milliseconds. 

Tests carried out in Germany and in the U.S.A. 
confirm the conclusion regarding the relative unim¬ 
portance of lock-out. The German conclusion is, 
substantially, that lock-out is not a determining 
factor regarding the maximum permissible trans¬ 
mission time between echo-suppressors, the impair¬ 
ment being less than that due to the transmission 
time itself. The American attitude is more cautious 
and, although the unimportance of lock-out is estab¬ 
lished, the provisional limit of 100 milliseconds 
maximum time spacing between echo-suppressors is 
maintained. 

Utilisation of Echo-Suppressors. 

Echo-suppressors are provided on all 4-wire 
circuits which, on account of the delay and audibility 
of echo currents, are capable of causing annoyance 
to the subscribers. In order to estimate whether 


or not an echo-suppressor should be fitted for this 
purpose, experimental investigations have been carried 
out by all the major administrations to determine 
the maximum tolerable amount of echo at various 
delay times. Chiefly on account of the limitation of 
echo-suppressor sensitivit 3 q which is due to the 
possibility of noise operation, voice operation is 
normally incomplete and it is necessary, therefore, to 
determine in the same wa}^ the maximum tolerable 
amount of residual and pre-echo. This work has 
recently been summarised and the results of the 
various administrations co-ordinated by the C.C.I.F. 
The standards adopted and the manner in which 
they are utilised in echo calculations have been fully 
described in this Journal by A. C. Timmis. 9 

The work carried out in the U.S.A. regarding the 
determination of experimental curves relating to 
echo loss and delay has been described by Abraham, 10 

TIME - 
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WAVE FRONT DISTORTION DUE 
TO ECHO SUPPRESSOR NETWORK 


Fig. 12. —Oscillogram Illustrating Wave Front 
Distortion. 

and that carried out in Germany has been described 
b}' Strecker. * 11 

In the transmission of speech signals, a relatively 
large amount of transient distortion is permissible. 
Advantage of this fact was taken in the design of 
certain echo-suppressors employing metal-rectifier 
attenuation networks, to simplify and cheapen the 
design. Small control currents have been used when 
the networks rest in the quiescent condition, so that 
corresponding^ small charges are necessary to 
effect a certain degree of suppression. The networks 
in the quiescent condition have, accordingly, a 
small power-handling capacit}q although they do, by 

9 P.O.E.E.J., Vol. 31, p. 16. 

10 B.S.T.J., October, 1933. 

11 Loc. cit. 
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design, have adequate capacity when fully operated. 
This leads to a form of transient distortion which is 
commonly referred to as “ wave-front distortion ” 
in its reaction on continuous tone signalling sj^stems. 
A typical oscillogram (Fig. 12) shows the nature of 
the effect. Although the amount's of distortion 
obtained are not serious, it will be necessar}' on all 
new types of echo-suppressor to take special account 
of the requirements of the new signalling systems, 
since these are in many respects more severe than 
those for speech. 

Echo-suppressors have also been used in Gt. 
Britain on 4-wire circuits in the zero loss trunk 
network, to guard against interference that might 
otherwise arise due to uncontrolled singing, occasioned 
by both ends of the trunk line being left disconnected 
or by a fault condition. An alternative arrangement 
would be to employ modified echo-suppressors having, 
in addition to the loss which is introduced into the 
echo path, a stabilising loss which is normally in 
either one or both of the forward transmission paths 
and which is removed from circuit b}f the action of 
the forward transmitted signals. Such a device is 
properly referred to as a singing-suppressor. The 
amount of loss in the forward transmission paths in 
the quiescent condition can be made as small or as 
large as desired. In most singing-suppressors at 
present in use, this loss is quite large and it is necessary 
to ensure that the speech operation does effectively 
remove the loss. To enable this to be done special 
measures are taken which cannot be economically 
applied to echo-suppressors for trunk line operation. 

It will be apparent that the amount of the stabilising 
loss provided by the suppressor will serve not only 
as a preventive against singing, but in the non- 
operated or partial^ operated condition during the 
passage of weak speech signals will reduce the echo 
level and thus improve the performance of the circuit 
from the echo standpoint. It is possible, therefore, to 
design a singing and echo-suppressor having a small 
loss in the forward transmission paths which, under 
present sensitivity conditions, will not appreciabfy 
degrade the forward transmission due to partial or 
non-operation under certain speech conditions but 
will, under such conditions, improve the performance 
of the circuit from the echo standpoint. 

Tests have shown that a modification of this t}'pe 
could be fairly readily applied to the No. 5 echo- 
suppressor. Experimental singing-suppressors have 
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Fig. 13- 


-SCHEMATIC OF CIRCUIT FOR DETERMINING IMPAIRMENT DUE TO PARTIAL 

Operation of Singing-Suppressors. 


SWITCHED STABILISING LOSSES 
"X"db. 

Fig. 14.— Impairment of Transmission due to Partial 
Speech Operation of a Singing-Suppressor. 

also been constructed and submitted to field trials on 
international circuits. 

Impairment Due to Partial Operation of Singing- 

Suppressors. 

A circuit was set up containing a singing-suppressor 
(of fast operating time) which, on operation, removed 
a stabilising loss x from the transmission path. The 
layout of the apparatus is shown in Fig. 13. The 
observers were asked to listen to passages of simple 
text over this circuit and indicate whether or not they 
preferred it to an alternative straight circuit con¬ 
taining an attenuation y db. By manual adjustment, 
the suppressor was controlled so that the stabilising 
loss was continually being switched in and out. The 
transmission elements common to both systems are 
indicated in the diagram. Four values of stabilising 
loss were investigated, namely, 3, 6, 10 and 15 db. 
The tests were carried out with a number of preset 
values of y applied in random sequence. For each 
value, the percentage of observers which preferred y 
was recorded and the value at 50 per cent, was taken 
to be the impairment due to the switching of x. 

In Fig. 14 are shown two curves of impairment for 
a range of stabilising pads up 
to 15 db. for two received 
volumes corresponding to good 
and poor transmissions. 

It will be observed that 
much larger values of y are 
required to express the 
impairment when the received 
volume is loud than when it 
is faint. This is to be expected 
since added attenuation does 
not degrade the transmission 
provided there is sufficient 
received volume for comfort¬ 
able listening. The 16 db. 
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impairment corresponding to a 3 db. stabilising loss 
for the curve at good volume marks the point at 
which further loss begins to degrade the standard of 
transmission, and the zero value of y for the 3 db. 
loss at faint volume indicates that a stabilising loss 
of less than this value is difficult to detect under any 
reasonable circumstances. It is possible, therefore, 
to deduce the following impairment values :— 


Stabilising Pad 
db. 

3 

6 

10 

15 


Impairment 
Loud Call Faint Call 
0 0 

2-5 3-0 

5-5 8 

9 — 


For larger values of stabilising pad, the possible 
impairment values under partial switching conditions 
are such as to render the call unintelligible. 
Partial operation of an echo-suppressor is often 
caused by loss in the local line and since this 
also attenuates the amount of echo, the effects are 
compensating. In fact, it is generally agreed that 
additional loss in the local line always reacts 
favourably in respect of echo annoyance. If, how¬ 
ever, with a singing-suppressor, in order not to 
introduce the above impairment into the forward 


transmission path, it becomes necessary to rely 
on operation for, say, 90 per cent, of the speech 
time, present indications are that, for a zero level 
sensitivity of —30 db., between 30 and 40 per cent, 
of calls will be degraded. 

It is the present intention of the British Post Office, 
therefore, that, where echo-suppressors having 
stability margin are employed on trunk lines and have 
a zero level sensitivity of — 30 db., the stabilising pad 
shall have a value not exceeding 5 db. 

Conclusion. 

It has been the intention to set out, in this article, 
the present state of the art regarding the develop¬ 
ment and operation of echo-suppressors. The factors 
which influence their proper functioning by the trans¬ 
mitted signals have been described. No special mention 
has been made regarding any special requirements for 
such systems as 2 V.F. signalling and dialling or V.F. 
telegraph (TELEX), since these have actually been 
covered in the general problem of proper operation. 
It should be stated, however, that systems such as 
these, which are more critical regarding the operation 
of echo-suppressors, would almost certainly be 
adversely affected by the introduction of stabilising 
echo-suppressors (singing-suppressors) due to the 
initial clipping distortion that would be encountered. 


TELEGRAPH AND TELEPHONE PLANT IN THE UNITED KINGDOM 
WIRE MILEAGES. THE PROPERTY OF, AND MAINTAINED BY THE POST OFFICE IN EACH REGION AND 

ENGINEERING DISTRICT AS AT 30th SEPTEMBER, 1939. 


OVERHEAD WIRE MILEAGES 

REGION OR 

UNDERGROUND WIRE MILEAGES 

Trunks and 
Telegraphs 

Junctions 

Subscribers* 

DISTRICT 

Trunks and 
Telegraphs § 

Junctions J 

Subscribers t 

826 

1,456 

63,508 

London Region 

451,431 

1,282,868 

3,354,681 

2,160 

9,555 

72,695 

South-Eastern 

215,955 

53,082 

397,605 

9,280 

24,385 

142,038 

South-Western 

246,816 

44,720 

389,696 

9,116 

19,934 

116,298 

Eastern 

342,072 

61,786 

279,776 

9,041 

17,862 

110,522 

North Midland 

363,315 

59,291 

320,985 

5,145 

15,499 

106,337 

South Midland 

326,790 

87,211 

441,702 

5,032 

16,197 

74,028 

South Wales 

176,645 

40,958 

171,009 

9,742 

22,018 

114,377 

North Wales 

419,928 

164,834 

470,943 

2,655 

7,870 

98,326 

N. Western Region 

467,349 

206,364 

1,010,698 

8,776 

6,724 

22,560 

Northern Ireland 

41,924 

13,656 

92,024 

14,068 

21,179 

142,705 

N. Eastern Region 

515,254 

144,550 

770,205 

25,179 

31,613 

143,898 

Scottish Region 

435,178 

89,377 

586,479 

101,020 

194,292 

1,207,292 

Totals 

4,002,657 

2,248,697 

8,285,803 

106,460 

197,413 

1,178,530 

Totals as at 

30th June, 1939 

3,951,849 

2,159,456 

8,093,676 


♦ Includes all spare wires. 


§ All wires (including spares in MU cables.) J All wires (including spares in wholly junction cables), 
t All nines (including subscribers and mixed junction and subscribers cables). 
























Baldock Radio-Telephone Receiving Station g. t. evans and 

U.D.C. 621.396.722 J. E. LUCKHURST 

The article gives a general description of the equipment provided at Baldock, serving the overseas radio-telephone links 
from 12 different countries as well as from liners on the North Atlantic route. 


Introduction. 

OLLOWING the marked success of the pioneer 
radio-telephone circuit opened in 1927, linking 
England and the U.S.A., and the successful 
results of communication by short wave which sub¬ 
sequently developed, telephone subscribers in Great 
Britain have, through the engineering effort of the 
British Post Office, been placed in communication 
with practically the remainder of the important 
telephone areas of the world. The important facility 
of radio-telephone communication to the overseas 
Dominions, not to mention the historic broadcast 
programmes which have been received and trans¬ 
mitted over these circuits, has been wholly developed 
during the past decade. Although these services have 
been temporarily interrupted by the outbreak of 
hostilities it is thought that a general description 
of the Baldock receiving station might be of interest 
as marking the progress of the art up to the 
present time. 

The British Post Office overseas radio-telephone 
receiving station is situated near Baldock in Hertford¬ 
shire, 40 miles from London. The station is alongside 
the Icknield Way, a prehistoric trackway that leads 
from the Berkshire Downs across the Thames and 
along the Chilterns to Cambridge. It is about 4 miles 
south of the point where Ermine Street—the Roman 
road to the north—crosses the Icknield Way. Burial 
mounds, of the bronze age and the Roman period 
nearby, are witnesses of the site's antiquity. 
Adjacent are one or two examples of the moated 
homestead of the 12th - 14th centuries when such 
protection was necessar}^ against wolves and other 
enemies. 

In 1929 a site of 900 acres in extent was acquired for 


the concentration of short wave telephony reception 
from overseas. The ultimate capacity of the station 
then envisaged was for one long wave and sixteen 
short wave receiving systems. Such a large site for the 
receiving station was chosen for several reasons, 
notable among which was the far sighted policy of 
securing improved communication by the building of 
elaborate directive receiving antennae, termed 
“ arrays.” These arrays give an improvement of 
20 db. or so in the reduction of atmospheric distur¬ 
bance, except when the direction of the atmospherics 
is coincident with that of the arriving signal, thus the 
use of the array is relatively as effective as a 100 times 
increase in the power of the distant transmitter. 
The augmented input on weak signals is also an 
important factor in increasing the ratio of signal to 
thermal noise which is generated in first circuits of 
the receiver. The arrays are led into a central receiving 
building by open wire transmission lines much after 
the fashion of ordinary land-wire routes. A photo¬ 
graph of the building is given in Fig. 1. 

Long-Wave Receiving System. 

The main long wave transatlantic receiving station 
is situated at Cupar (Fife). Its northerly location is 
an important factor in the improved performance of 
the long wave radio-telephone circuit to the U.S.A. 
as a substantial reduction in atmospheric disturbances 
is achieved in higher latitudes. As a reserve near to 
London in the event of interruption to the main 
receiver equipment, or to the 400-mile underground 
line to London, the Baldock station is equipped with 
receiving plant for reception of the single sideband 
transmission from the U.S.A. on the wave-length 
of 5,000 metres. This long wave receiver at Baldock 
is fed from a directive type of antenna 
aligned on Rocky Point, Long Island. 
The manner in which this directivity is 
accomplished is largely due to the fore¬ 
thought of Sir George Lee who fostered 
the project. 

The antenna s}^stem consists of four 
large loops with associated vertical 
antenna, arranged in pairs as in Fig. 2. 
Each loop aerial is spaced 0*25 of a 
wavelength, i.e., 1,250 metres, from its 
partner in the direction of the received 
signal and spaced 0*62 of a wavelength 
apart in a direction at right angles to 
that of the received signal. Each loop 
consists of four turns of bronze wire, 
spaced 4 ft. apart between turns, and 
supported between two 130 ft. steel 
towers, 200 yds. apart, the bottom of the 
loop being 20 ft. from the ground. Eight 
towers in all are employed. The vertical 
antenna is a single wire stretched 
between the two towers with a 
down lead to a small hut situated 
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at the centre between the towers. From the 
combination of the loop and vertical antenna a partial 
cardioid diagram is obtained similar to the well- 
known sense condition on a radio-goniometer. 
The combined output is fed via screened transformers 
and open wire transmission lines and lead-in cable to 
the antenna combining unit of the receiver. Here the 
signals are again combined in necessary amplitude 
and phase relationship to give the desired directional 
effects for reception as shown in Fig. 3. By the 
application of a direct current to the loops from the 
station, the vertical antenna can be disconnected. 
This facility is extremely useful when atmospherics 
arrive from the southerly direction, and also when 



electrified rain storms are present. The latter produce 
hissing sounds which are minimised by disconnecting 
the vertical antenna. The following measured values 
of the antenna system may be of interest :—* 

Inductance Loop = 5,000 /zH 
Capacitance Loop = 1,000 /z/zF 
Capacitance Vertical = 1,285 /z/zF 
Inductance Vertical = 340 /z,H 

Long-wave Receiver 

The receiver is designed for the reception of single 
sideband telephone signals at suppressed carrier 
frequencies between 50 and 75 kc/s and was manu¬ 
factured by Marconi's Wireless Telegraph Company to 
a Post Office specification, drawn up on experience 



gained at Cupar. The receiver proper comprises 
antenna filters, first oscillator-demodulator, inter¬ 
mediate frequency filters and amplifiers and a second 
oscillator-d amodulator. 

The single sideband signals received are only 
changed in frequency by the first oscillator- 
demodulator, and it is not until the second oscillator- 
demodulator is reached that the equivalent of the 
suppressed carrier is reintroduced. Hence the band¬ 
width of all the apparatus preceding the second 
demodulator output transformer is that necessary for 
a single sideband. It can also be seen that the original 
suppressed carrier frequency must be equal to either 
the sum or difference of the frequencies of the receiver 
oscillators, according to the method of overall 
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working adopted. At Baldock the difference of the 
two receiver oscillator frequencies is used. 

The oscillator-demodulator output is taken through 
low- and high-pass filter sections to the intermediate 
frequency amplifiers, so that these amplifiers shall 
not be affected by the unneeded sidebands prcduced 
in the demodulation. The demodulator is also 
made of the balanced type to reduce the output 
of the first oscillator 
frequency. 

To reduce noise, the 
two intermediate frequency 
amplifiers are succeeded by 
a high-pass filter and then 
by a low-pass filter, the 
latter being designed also to 
eliminate any harmonics 
produced by the intermediate 
frequency amplifiers. From 
these filters, the output 
passes to a second oscil¬ 
lator-demodulator of the 
balanced type, the voice 
frequency output of which 
is transmitted to line via 
low-frequency filters and a 
line amplifier. A photograph 
of the receiver is shown 
in Fig. 4. 


Short-wave Receiving 
System 

Particulars of the countries 
with which there is directive 
reception at Baldock, to¬ 
gether with the dates of 
the opening of the several 
services, are given in the 
table on this page. 

For these services over 
40 short - wave receiving 
arrays and 20 dipoles are 
at present employed at 
Baldock. As is well known 
the characteristics of short¬ 
wave propagation vary 
according to the period 
of the day and season of 
the year and, in order to 
provide a service covering 
the 24 hours of the day, 
as many as three or more 
frequencies must be 
employed for long distance 
communication. 

This necessarily involves 
the provision at the 
receiving station of a similar number of receiving 
arrays as the frequency response of the array, and 
hence its electrical performance is limited by the 
mechanical dimensions of the array and its associated 
reflector. The arrays are of several tj^pes, known as 
single and double Bruce, vertical and horizontal 
Koomans, and Horizontal T.W. type developed by 
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Dr. T. Walmsley 1 ; the recently developed Rhombic 
loop antennae 2 are also employed. The arrays and 
Rhombics have their maximum receiving sensitivity 
fixed in the direction of the corresponding distant 
transmitter, and the angle of reception is generally 
confined to about 10 degrees on either side of the great 
circle bearing of the distant transmitter, the amount 
of signal or noise received beyond this angle being 


generally reduced by about 14 to 22 db. of that on 
this axis. A description of a similar type of array 
employed for transmission at the Rugby station was 
given in the April issue of this Journal 3 . A measured 

1 Journal I.E.E., 1931, Vol. 69, p. 299. 

2 Proc. I.R.E., 1935. p. 24. 

*P.O.E.EJ., Vol. 32 ,p. 16. 


Country 

Location of Station 

Distance be¬ 
tween Circuit 

Date Service 

Terminal in brackets 

Transmitting 

Receiving 

Terminals 
(Statute Miles) 

opened 

U.S.A. (new York) 
Channel 1 (long Wave) 
Channel 2 

Channel 3 

Channel 4 

Rocky Point 
Lawrenceville 
Lawrence ville 

Lawrenceville 

Houlton Maine 
Netcong 
Netcong 

Netcong 

3,450 

3,450 

3,450 

3,450 

7.1.27 

6.6.28 

1.6.29 

(single channel) 
18.12.38 
(twin channel) 

1.12.29 

(single channel) 
1.8.38 

(twin channel) 

Australia 

(Sydney) 

Pennant Hills 

La Perouse 

10,560 
(short route) 
13,800 
(long route) 

30.4.30 

Canada 

(Montreal) 

Drummondville 

Yamachiche 

3,250 

11.7.32 

South Africa 
(Cape Town) 

Klipheuvel 

Milnerton 

6,010 

1.2.32 

Brazil* 

(Rio de Janeiro) 

Sepetiba 

Taquara 

5,770 

21.5.31 

Marapiece 

Jacarepagua 

5,770 

26.4.37 

Argentine* 

(Buenos Aires) 

Monte Grande 

Villa Elisa 

6,920 

12.12.30 

Hurlingham 

Platanos 

6,920 

12.12.30 

India 

(Bombay) 

Kirkee 

Dhond 

4,470 

1.5.33 

Egypt 

(Cairo) 

Abou Zabal 

Mahdi 

2,180 

22.6.32 

Japan 

(Tokio) 

Nazaki 

Komuro 

5,940 

13.3.35 

Iceland 

(Reykjavik) 

Vatnsendahad 

Gu fumes 

1,180 

1.8.35 

Kenya 

(Nairobi) 

Kabete 

Ngong 

4,250 

7.3.36 

Portugal 

(Lisbon) 

Alfragide 

Vandas Novas 

950 

10.8.37 

Marine Service 

(Large Liners on Nth. 
Atlantic trip) 

— 

— 

3,450 

(Maximum) 

3.1.30 


* There are two separate radio telephone organisations at these places. 





























polar diagram of a T.W. array is shown in Fig. 5. 

At present there are 27 steel latticed towers, each 
120 ft. high (Fig. 6) and two wooden towers 100 ft. 
high supporting the arrays. The towers are of the 
self-supporting type. 

The overhead transmission lines, from the arrays 
to the station, are distributed to the appropriate 
receivers by a flexible system of open wire lines within 
the receiving room, which permits of interconnection 
of any array to any receiver. Lightning arresters 
are provided both at the array and the receiver 



terminations : these take the form of neon discharge 
tubes associated with a tuned circuit placed across the 
transmission line. 

It is interesting to note that, depending on the 
daylight track between Australia and this country, 
the waves may be received at Baldock from at least 
two directions in the great circle path. One known as 
the short route, of 10,500 miles, is over Asia and 
Scandinavia and the other of nearly 14,000 miles 
across the South Pacific, S. America and the Atlantic. 
The Australian array has therefore been made 
reversible. This is accomplished by the provision 
of separate transmission lines to the aerials and 
reflectors, the direction of reception being readily 
reversible. 

Another reversible array serves Buenos 
Aires and Shanghai 4 at alternate periods. 

It so happens that Baldock is situated 
on the great circle path between these 
centres. Only one transmission line is 
used for this array, the switching being 
done at the array itself by a small 
motor switch remotely controlled from 
the receiving room approximately half 
a mile away. 

Short-wave Receivers. 

Thirteen short-wave and one long-wave 
receivers are contained in one large room. 

The receivers are constructed on the unit 
principle mounted on standard 19 in. racks 
6 ft. 6 in. high. The normal frequency 
range of the S.W. receivers is from 21 Mc/s 
to 3 Mc/s (13-100 metres), and to ensure 
that wavechanging can be done quickly 

4 The service to China is suspended owing to 

hostilities. 


most receivers have three separate R.F. input 
circuits. Each receiver is allocated to a particular 
service. It should be kept in mind that the design 
of the receivers is dependent to a large extent 
on the nature and characteristics of the particular 
service and distant emission respectively. Two of the 
receivers, for example, are of the single sideband, 
double channel type enabling the reception of two 
conversations simultaneously on each receiver as 
previously described in this Journal 5 . Another 
receiver is provided with six input circuits designed 
to operate two services on a forked basis, or when 
two services are shared at short periods on the 
same receiver, a rapid changeover thus being 
possible. A schematic diagram of such a receiver is 
shown in Fig. 7. 

The normal type of receiver at Baldock employs the 
double detection (superheterodyne) method of recep¬ 
tion and is provided with automatic gain control 
arrangements which are effective over a range of 50 db. 
variation in signal strength. Most of the selectivity 
of the receiver is provided in the intermediate frequency 
filter. Usually there are two stages of amplification 
before the first demodulator, thus ensuring adequate 
image channel discrimination. Then follows the 
intermediate frequency filter and variable attenuator 
preceding the I.F. amplifier, in which three or more 
stages provide most of the gain of the receiver, which 
is approximately 120 db. For the reception of music 
broadcast programmes the frequency bandwidth 
of the receiver is extended to 5,000 c/s from the 
3,000 c/s normally employed for speech. Severe 
interference would be experienced if the pass-band 
were extended beyond the former figure on account of 
the frequency allocation for other commercial services. 
The output of the receivers is fed through a central 
monitoring position which is connected to the radio 
terminal at Carter Lane, London, by underground 
cable. 

5 P.O.E.E. f Vol. 11, p. 24. 



Fig. 6.—120 ft. Masts for Short-Wave Receiving Arrays. 
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circuit are provided, one for the audio 
output and the other to indicate the 
strength of the received carrier. 

A view of the Central monitoring 
position is shown in Fig. 8. 


Fig. 8.—Receiving Room Central Test and Concentrator Positions. 


Central Monitoring Position. 

Monitoring of the receivers is concentrated at the 
central position in the receiving room. Facilities are 
provided for continuous monitoring by one operator 
of up to four radio receivers. Two meters for each 


Power and Water Supplies. 

The station power supply is obtained 
from the North Metropolitan Power 
Company. Rectifier and storage 
batteries provide 24 V and 120-200 V D.C. 
supplies. The capacity of the L.T. battery 
is 1,400 Ah. In the event of failure 
an emergency power plant is provided 
from a 27 h.p. oil engine; automatic 
starting of this engine takes place immediately 
the normal power supply fails. The station water 
supply is obtained from an artesian well, the 
water being fed to the reservoir by an electrically 
driven pump. 


Fig. 7.- 


-Schematic Diagram of Short-Wave Receiver 
for Fork Working. 
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Stream “Dann mi mg a. t. soons 

U.D.C. 627.4 : 621.315.285 

The author gives some practical notes on the methods adopted to dam small watercourses to allow the laying of conduits 
and gives references to other articles dealing with the crossing of larger, navigable rivers. 


Introduction. 


Survey. 


A S a departure from the ordinary run of 
conduit -laying works the crossing of small 
non-navi gable rivers and streams by conduit 
routes trenched in river beds may be cited, as the 
operations call for rather more than ordinary care and 
advance planning. This work, like tunnelling under 
streets, is necessarily costly, and is only resorted to 
when there is no possibility of following the course of 
the highway over a bridge spanning the stream. 
Failure to obtain accommodation on the bridges may 
be due to narrowness and/or shallow depth of the 
roadwayq or to weakness of the structure or to other 
difficulties that rule out the possibility of carrying 
steel pipes on the outsides of bridge structures. 

Other methods of negotiating the stream must 
then necessarily be considered, and where a 
single cable will meet ultimate requirements the 
cheapest form of construction is to trench the river 
bed and lay an armoured cable. Where more than 
one cable is required, the laying of steel pipes in the 
bed of the stream may be considered. 

With the exception of streams that have dried up 


Such preliminaries as wayleaves and agreed working 
conditions having already been arranged with the 
“ body having control of the stream/’ in the absence 
of reliable local knowledge a careful survey of the 
bed of the stream should be undertaken prior to 
commencement of damming operations. Soundings 
should first be taken to determine the depth and the 
gradient between the water’s edge at each bank and 
the centre of the stream. Where the stream is too 
deep to allow this operation to be carried out by men 
in waders, a boat or raft will be required. The vessel 
will be worked across the stream along a hawser made 
fast to each bank, and at predetermined intervals 
soundings are taken with a lead-weighted line, showing 
the depth from the water level to the bed of the 
stream (Fig. 1). 

The readings are recorded and a “ bed contour 
plotted to scale. This diagrammatic record (Fig. 2) 
serves the dual purpose of indicating the depth of the 
stream and providing means for setting out to scale a 
template for bending the steel pipes to conform to the 
contour of the bed of the stream. 



Fig. 1.—Taking Readings of the Depth of the River Bed. 


Ground Level 



Fig. 2.—Bed Contour. 


during a spell of dry weather, or those which are 
small and very narrow when an under-water trench 
can be excavated by men wearing waders, or where 
the use of a drag scoop is possible, the usual method 
of crossing streams of fair width is to form a dam to 
control the water while pipe-laying operations are in 
progress. The methods of damming to be employed 
for controlling the water will vary according to site 
conditions, e.g. consideration of width and depth, 
nature of bed, rate of flow, and tidal or non-tidal 
nature of the stream. The dam walls may be com¬ 
prised of steel piling, timber piling, fenders filled with 
cla}^ or barriers formed of clay-filled bags. 


Distance 
from Bank 

Depth from 
Water Level 

Bank Height 
above 

Water Level 

Feet 

Inches 

Inches 

6 

15 

17 

12 

27 

— 

18 

35 

— 

24 

34 

— 

30 

32 

— 

36 

26 

— 

42 

13 

19 


261 













































Damming and Coffer-damming. 

Where the stream is so very small and shallow that 
trenching and pipe-laying can be completed within a 
few hours, complete stoppage of the water is probably 
permissible by constructing a simple “ dam " or 
single barrier, in earth or clay, behind which the 
water may be allowed to “ head up ” during progress 
of the work. 

Where, however, the flow of the stream is beyond 
the scope of this method it becomes necessary to 
construct a " coffer-dam/' This is a box-like 
enclosure built in the stream. 


Construction of a Coffer-Dam. 

Coffer-dams may be constructed of bags filled with 
clay, timber piles or metal piling sheets. Where 
clay-filled bags are used, these are “ laid to bond ” 
(Fig. 3) in a similar manner to bricklaying, i.e. each 




Steel Sheet Piling 



Fig. 3.—Methods of Dam Construction. 


tier of bags is laid alternately to header and stretcher 
course, and the interstices between the bags are 
pugged with clay to minimise the percolation of water. 
Where timber or metal piling is used, care must be 
exercised to select a length which will give sufficient 
depth of penetration into the bed of the stream and 
a safe height above the water level. 

If pile driving is necessary a raft must be con¬ 
structed from which to work a simple pile-driving 


device, such as is shown in Fig. 4. It will be seen 
that the raft is constructed with a bay at one end, 
which provides room for men to move about on either 
side of the pile-driver, to steady the pile while it is 
being driven. Furthermore, the bay extension assists 
in maintaining an even distribution of weight, 
minimises tipping and allows the raft to be moved 
along without disturbance of the last-driven pile. 

The simple manually-controlled pile-driving device 
is a winch erected upon sheer-legs together with a 
suitable weight (called the monkey) as a rammer. 
The driving wheel, or rack wheel, is a cogged wheel 
with one quadrant cut away. This wheel is geared to 
the pinion of a horizontal capstan upon which a rope 
attached to the “ monkey ” is wound. The “monkey" 
is drawn up a guide to the top of the sheer-legs by 
turning the crank handle attached to the driving 
wheel, and as soon as the driven pinion enters the 
" cut-away quadrant ” section of the driving wheel 
the capstan is released allowing the “ monkey " to 
drop upon the pile ; this operation is repeated until 
the pile is driven to the required depth. 

Steel piling is comprised of sections of rolled steel 
sheeting, trough-shaped to secure maximum stiffness 
of individual members, and provided with inter¬ 
locking edges to form a self-supporting continuous 
wall that will stand firmly against a considerable 
head of water and be reasonably water tight against 
seepage through the interlocking joints. 

If steel piling is used a single wall only is necessary, 
but if timber is used a double wall having a cavit}' 
9 to 12 in. in width must be erected. Clay is well 
punned into the cavity to make a water-tight 
enclosure and to reduce seepage to a manageable 
level. 

Where a horizontal fender is to be used it is first 
necessary to drive separate wood piles (6 in. to 9 in 
square) into the stream bed at, say, 6-ft. intervals. 
Stout boards are secured, by timber dogs, to each 
side of the driven pile, so forming a cavity into which 
clay is placed and solidly punned. As the clay is 
punned into the cavity the water is forced out and a 
water-tight wall is secured. 

Half and Full-width Dams. 

Where the rate of flow of the stream is considerable 
it may be advisable to divide the work into two 



Fig. 4.—Simple Pile-Driving Raft. 
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portions by constructing a coffer-dam extending, say 
half-way across the stream and terminating in a 
short section constructed as a water-tight bulkhead 
(Fig. 5) for use when changing over to the second 
portion. This bulkhead is a short section about 6 ft. 
in length at the forward end of the dam, and is partly 
filled with clay after the pipes have been laid in it. 
After the trench has been filled in the first half of the 
coffer-dam is demolished to allow the stream to 
resume its course, and the damming of the remaining 
portion of the stream is then proceeded with. 

When the stream is deep but the flow not so fast as 
to preclude “ heading-up ” to a considerable extent, 
a coffer-dam may be constructed for the whole width 
of the stream and provided with a sluice or water 
run-way across the centre (Fig. 6). 

When practicable this method is preferable, as the 
trenching and pipe-laying work can be carried to 
completion before the dam is demolished. 

Pipe-laying and Jointing. 

Additional precautions in pipe-jointing should be 


taken to prevent 
water gaining entry 
via the joints of 
the pipes, e.g. the 
joints may be welded 
in situ by a portable 
welding plant or 
alternatively screwed 
collars may be used. 
Whatever method of 
jointing is adopted, 
it is important to 
serve the exposed 
metal work at joints 
with approved pres¬ 
ervative compound 
before filling in the 
trench. 

The above methods are, as stated at the outset, limited 
to crossings of small non-navigable water-courses. 

Larger Works. 

The Post Office has carried out numerous crossings 
of navigable rivers and estuaries. Modern practice 
favours the excavation of a trench by a drag-scoop 
operated from bank to bank, an armoured cable being 
laid immediately the trench is dredged to the required 
depth. The trench is then allowed to fill by natural 
silting, supplemented where necessary by broken 
stone tipped from barges. 

Pipe formations have been laid similarly, the pipes 
being assembled ashore on a runway, towed across the 
stream on a series of floats and lowered into the trench. 

Subaqueous tunnelling has not been undertaken 
extensivefy by the Post Office, although many of its 
cables are “ lodgers ” in subaqueous tunnels and 
culverts provided by other undertakers. One sub¬ 
aqueous tunnel, however, was constructed in con¬ 
nection with the Manchester auto area underground 
scheme when a 36-way route was 
laid in a brick tunnel under the 
Manchester-Rochdale Canal. The work 
was described in an article by Mr. 
J. Cleaver in P.O.E.E. Journal , 
Januar}', 1930. 

Subaqueous thrust-boring has been 
carried out successfully, but does not 
call for comment other than reference 
to abnormal depth of working shafts 
and long lengths of boring. 

Bibliography. 

The following short bibliography 
is given to facilitate reference to the 
various recorded methods of sub¬ 
aqueous trenching for cables and pipe¬ 
lines : 

Manchester-Rochdale Canal. 

P.O.E.E. Journal , Vol. 22. 

Booth Ferry (River Ouse). 

P.O.E.E. Journal , Vol. 24. 

Channel Sea River, Stratford. The 
Engineer , April 22nd, 1921. 
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Fig. 6.—Sketch of Model Constructed to Demonstrate Methods 

of Damming. 





























Notes and Comments 

Recent Appointments 

Owing to the large number of staff changes conse¬ 
quent upon the extension of regionalisation it has 
not been possible to publish the usual personal 
paragraphs concerning the newly-appointed Staff 
Engineers, Chief Regional Engineers, etc., but we 
would like to take this opportunity of congratulating 
the following engineering officers on their recent 
appointments and wish them, on behalf of their 
many friends and colleagues, success and happiness 
in their new spheres :—• 

Mr. N. F. Cave-Brown-Cave, Deputy Regional 
Director, Home Counties Region. 

Col. H. Carter, T.D., Deputy Regional Director, 
Scottish Region. 

Mr. H. Faulkner, Deputy Regional Director, 
Welsh and Border Counties Region. 

Mr. H. G. S. Peck, Staff Engineer, Equipment 
Branch, E.-in-C.’s Office. 

Major L. H. Harris, Chief Regional Engineer, 
Midland Region. 

Mr. L. E. Semple, Chief Regional Engineer, Home 
Counties Region. 

Mr. J. Morgan, Chief Regional Engineer, South- 
Western Region. 

Major H. A. Ashdowne, Chief Regional Engineer, 
Scottish Region. 

Mr. H. A. Smith, Chief Regional Engineer, Welsh 
and Border Counties Region. 

During the absence on military service of Major 
Harris and Major Ashdowne, the Chief Regional 
Engineerships of the Midland and Scottish Regions 
will be filled by Messrs. E. A. Speight and H. C. 
Davis respectively. 


A.R.P. Lighting Restrictions 

The Electric Lamp Manufacturers Association of 
Great Britain, Ltd., has called our attention to the 
exhibition of lighting under war-time conditions 
which they are holding at their Lighting Service 
Bureau, 2 Savoy Hill, London, W.C.2. The Associa¬ 
tion is anxious to help as many people as possible 
to obtain the maximum benefit from their lighting 
during war time. 

Lt.-Col. W. A. J. O’Meara, C.M.G., R.E. 

We regret to record the death at Guildford, on 
November 16th, 1939, of Lt.-Col. W. A. J. O'Meara, 
C.M.G., R.E., at the age of 76. The older of our 
readers will recall that, after distinguished service in 
the Royal Engineers, during one period of which he 
was engaged on Post Office engineering work in the 
Southern District of England, he—-as Major O’Meara 
—was appointed Assistant Engineer-in-Chief in 
April, 1902, and succeeded Sir John Gavey, C.B., 
as Engineer-in-Chief, in March, 1907. He retired 
from that position in February, 1912, shortly after 
the transfer of the National Telephone Company’s 
undertaking, and, on the outbreak of war in 1914, 
returned to the Army and served on the general 
staff to the end of the war. He was a man of wide 
professional interests, and at the age of 50 was called 
to the Bar. He was associated during the period 
from 1902 to 1912 with many developments and 
changes of practice affecting the Post Office Engineer¬ 
ing Department—-looked at retrospectively, the 
most important was probably the introduction of 
Civil Service competitions for the purpose of filling a 
proportion of the vacancies for Assistant Engineers 
and Inspectors. J.W.A. 


Junior Section Notes 

Chichester Centre 

Prevailing conditions have not yet adversely affected 
the Centre and, contrary to expectations, the present 
session opened very briskly. With possibly one excep¬ 
tion every paper will be given by a local member and, 
for the first time, the Essay Competition will include 
entries from Chichester. 

The Chairman and Officers of the Committee are :— 
Chairman—M. W. V. Brown. 

Vice-Chairman—H. V. Titcombe. 

Local Secretary—H. J. Robinson. 

Local Treasurer—J. W. Scutt. 

And the programme for the session is as follows :— 

September 29th.—“ Gases and Incendiary Bombs.'* 
Mr. Trotter. 

October 20th.—“ Voice Frequency Telegraphy." 
Mr. F. W. Greenaway. 


November 27th.—“ U.A.X.s 7 and 14." Mr. R. H. 
Scutt. 

December 15th.—“ Youths - in - Training, * A ’ 
Course." Mr. R. Smith. 

January 19th.—" Sound." Mr. H. S. Pennicott. 

February 23rd.—“ Road Traffic Signals." Mr. 
C. E. Lund. 

March 29th.—“ Automatic Telephony." Mr. F. S. 
Huggett. 

April 26th.—“ An Outline of Transmission." Mr. 
F. J. Bridger. 

May 10th.—General Meeting. Election of Officers, 
Session 1940-41. 

A further item of interest is the recent decision of the 
Centre to procure a bookcase to hold the Centre's file of 
Engineering Instructions and other technical literature 
which is the property of the Centre. The bookcase is 
to be placed in the External Linemen's Room at 
Chichester Head Post Office. 
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London Centre 

By this time members will have heard that the 
arrangements made for the 1939/40 programme have 
been cancelled. They should, however, note that 
library facilities and periodicals are still available, 
and the issue of an improved type of diary is to 
hand. 

It is hoped that the response to the recent appeal 
for outstanding subscriptions will enable the commit¬ 
ments of the Centre to be met. 

The congratulations of the Centre are passed to Messrs. 
C. M. Murdoch-Smith and T. D. Juden, who were 
successful in obtaining Senior Section awards for papers 
read at local meetings last session. 


Best wishes and good luck are extended to those of 
our members serving with H.M. Forces, and it is hoped 
that circumstances will soon permit the return to our 
normal activities. 

Slough Centre 

At the last meeting of the Section the existing officers 
were re-elected. Due to the present upheaval no meetings 
have been possible, and the proposed visits to Trunks 
and the B.B.C. have had to be cancelled. The Com¬ 
mittee have an excellent programme of talks arranged, 
but have decided that in view of the lighting and 
travelling restrictions, the session shall be held towards 
the middle of 1940. Members will be advised via the 
notice boards of any matters of importance. 


Regional Motes 


Home Counties Region 

CABLE FAULT AT SHOREHAM-BY-SEA 

A rather unusual type of cable fault was encountered 
at Shoreham-by-Sea on July 21st, 1939. 

Two subaqueous cables cross Shoreham Harbour at 
a pointw here the River Adur drains into the sea. At 
low tide the sea flows out of the harbour leaving a mud 
bed with a narrow channel through which the river 
water passes. 

The cables were originally laid on the bed of the 
harbour and across the basin of the river channel at a 
depth of 3 ft. This channel has become silted up during 
recent months at the same time that the river bed 
became eroded. The river water at low tide has followed 
a new course through the harbour and a deep gully 
about 20 ft. wide has been cut by erosion leaving the 
cables suspended from one side to the other. During 
the wet season of the year, a large quantity of water 
flows out of the river, and at low tide this cascades 
through the gully. The force of the water beating 
against the suspended armoured cables caused a 
mechanical oscillation which lasted during the low- 
water period of each tide. The amplitude of this 
oscillation could be seen to be about 3 in., and this 
finally caused a series of fractures in one of the lead 
sheaths. The cable, on being dug up, was found to be 
at 6 in. depth with the chains laid as weights almost 
entirely gone. This is a 300 pair/6 \ lb. lead-covered 
cable and armoured with two steel tapes and 33-No. 8 
steel wires. 

London Telecommunication Region 

LONDON TRUNK EXCHANGE 
2 V.F. EQUIPMENT 

On October 15th and November 19th, 1939, further 
steps in the introduction of 2 V.F. Trunk Working 
were made when the 2 V.F. dialling facilities were 
extended to Plymouth and to an additional 34 incoming 
Bristol circuits. 

A total of 112 circuits have now been transferred to 
trunk 2 V.F. dialling. The disposition of the circuits is 
as follows :— 

Trunk Bristol Area—29 outgoing circuits. 

37 incoming. 

10 bothway. 


Trunk Plymouth Ccts.—12 outgoing. 

12 incoming. 

12 bothway. 

The change-over has been effected without any 
difficulties and the service is working satisfactorily. 

North-Western Region 

DUCT LAYING ACROSS THE RIVER EAMONT 

The laying of an 8-way duct in connection with the 
Leeds-Carlisle-Edinburgh route over the River Eamont, 
near Penrith, presented rather a unique problem for 
the Lancaster engineers. The bridge, which forms part 
of the main A6 road, is very narrow and has a severe 
hump. The road authority had a proposal in hand for 
reconstructing and widening the bridge, but this could 
not be put in hand simultaneously with the duct-laying. 
It was therefore decided to lay eight 3J in. W.I. screwed 
pipes under the river bed and terminate them in a man¬ 
hole at each end. The section length is approximately 
90 yards. The method adopted was to dam one-lialf 
of the river at a time and divert the water from this 
half into the other half. To do this, a quantity of 
sandbags were filled with soil and placed in position in 
the river bed to form three sides of a rectangle, the 
river bank forming the fourth side. In a fairly dry 
period the sandbags were built up from the river bed 
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to above water level, and were allowed a day or two to 
consolidate, after which the water was pumped out of 
the rectangular enclosure and all leakages plugged up 
with clay. No difficulty was experienced in keeping 
the water inside the rectangle at a level low enough to 
permit of the trench being excavated. 

Timbering of the trench was necessary due to the 
loose nature of the river bed. The trench was excavated 
rather more deeply than required for the pipes, thus 
providing a “ sump ” for water percolating through 
from the river, but a 4 in. pump adequately dealt with 
this water. 

The laying of the pipes from one end presented no 
difficulty but, to prevent any water entering the pipes, 
they were supported above the level of the water in the 
sump during the progress of the work. On completion 
of the laying of the pipes and filling-in of the trench, a 
bulkhead was formed across the trench near the mid¬ 
stream ends of the pipes, sufficient length of the pipes 
being left to project through the bulkhead to allow for 
coupling them to the pipes to be laid in the second half 
of the river. The pipe ends were sealed with wood 
plugs. From this bulkhead the sandbags forming the 
dam for the first portion of the work were diverted to 
form the dam for the second. As the second half of the 
liver was deeper than the first portion, the dam on the 



up-stream side, instead of being formed to make a right 
angle with the river bank, was constructed so that the 
angle made with the river bank was greatly reduced ; 
this facilitated the easy flow of the river. 

The trench excavating and pipe-laying were 
then carried out in a similar manner to the first 
portion. 

One difficulty, however, was encountered in this 
portion of the work, and that was due to the wood 
blocks sealing the ends of the pipes in mid-stream 
becoming swollen, and in the efforts to release them the 
bulkhead was weakened and resulted in an inrush of 
water. This, however, was eventually overcome and 
the work proceeded satisfactorily. 

The photographs give some idea of the nature of the 
work. 

A. S. C. 


North-Eastern Region 

MR. R. S. DACOMBE 

Many of our Journal readers will have learnt with 
deep regret of the sudden death at Leeds, on October 
16th, 1939, of Reginald S. Dacombe, Senior Draughts¬ 
man. It is some little consolation to know that he 
experienced no lingering illness and that his passing 
occurred within one hour of his customary cheerful 
‘ ‘ Good-night '' to his colleagues. 

After serving the ex-N.T. Co. as a draughtsman for 
eight years, Mr. Dacombe was transferred to the Post 
Office in January, 1912, taking up duty at Shrewsbury. 
Four years later he moved to the Birmingham Sectional 
Engineer's drawing office. During the 1914-1918 War, 
Mr. Dacombe served for a period of eighteen months as 
draughtsman on a naval training ship, and during this 
period gained considerable knowledge of submarines— 
how they are located, sighted and destroyed. At the 
end of his service with the Navy in 1919 he had attained 
the rank of Chief Petty Officer. 

Shortly after his return to civilian duties, Mr. Dacombe 
was promoted Draughtsman Cl. I, and controlled the 
Birmingham drawing office for a period of seventeen 
years. The fact that the complement of draughtsmen 
in the Birmingham office rose during this period from 
six to eighteen is some indication of the post-war 
increase in engineering activities and developments. 

Mr. Dacombe’s next promotion was attained in 
August, 1936, and he was transferred to Leeds as 
Senior Draughtsman for the North-Eastern Region. 
This post was the first of its kind outside London, and 
placed him in control of eight drawing offices with a staff 
distributed among the Telephone Managers' Offices 
within the Region, and numbering approximately one 
hundred. During the three years he held this post, 
Mr. Dacombe had placed his valuable general knowledge 
of drawing office procedure at the disposal of all and 
sundry within the Region, and his likeable personality 
was reflected in his constant efforts to encourage and 
assist. 

His loss is deeply mourned by all who knew him 
because they were all his friends. 

South-Western Region 

INTRODUCTION OF 2 V.F. DIALLING 

The conversion of the Bristol-London, Bristol- 
Ply mouth and Plymouth-London trunks to V.F. 
dialling was completed on November 19th, 1939. All 
calls routed over the trunks connecting the Bristol, 
Plymouth and London zones are now completed by 
dialling from the O/G end. The necessity for the inter¬ 
vention of an operator to connect incoming calls to the 
respective multi-area is therefore eliminated. 

The conversion had to be carried out in two stages to 
fit in with “ emergency" conditions. The first 
emergency v r as of a traffic nature and called for a 
measure of relief to incoming traffic at Bristol; this 
was met by advancing the conversion of I/C circuits at 
Bristol to June, 1939, prior to completion of the instal¬ 
lation of equipment by the contractors, Messrs. A. T. 
& E. Co., Ltd. The second emergency, a national one, 
necessitated postponement of the final conversion 
from September to November, 1939. 

In view of the special requirements for 2 V.F. dialling 
in respect of adjustment to switches and associated 
relays, the introduction of this new feature has been 
most successful. Tritute is due to the work of Officers 
in the Engineer-in-Chief’s office and the London and 
South-Western Regions and of the Contractor’s Staff 
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engaged on the installation who have thus successfully 
completed this further stage in the development of long¬ 
distance signalling. 

DAMAGE TO PLANT BY ESCAPED BALLOONS. 

The recent high winds have been the cause of a 
number of unusual cross-country “ events " in which 
the quarry has been one or more escaped balloons. In 
some instances the escaped balloon has dragged a 
trailing length of mooring cable behind it, and the course 
followed by the balloon before it could be captured 
and anchored has been clearly marked by a trail of 
damage caused to overhead plant in the neighbourhood. 
In the course of its sixty-mile flight one of these balloons 
brought down twenty-three spans of wire in eight 
widely separated localities, uprooted a 28-ft. M pole, 
isolated a small rural exchange and burnt out a leading- 
in cable. This last item of damage might have been 


much more serious as it was caused by the trailing cable 
making contact between the Department's route and 
an H.T. route a considerable distance away, and indicates 
the necessity for extreme caution in carrying out 
repairs to any damage thought to have been caused 
by escaped balloons. 

TRURO NEW EXCHANGE 

The C.B. No. 12 Equipment at Truro was thrown 
spare by conversion to automatic working on September 
26th, 1939 ; 754 subscribers and 171 trunks and 

junctions were cut over with only seven reported 
faults. 

Truro Group Centre carries the major portion of the 
seasonal holiday traffic from Cornwall, and the new 
auto-manual exchange of i,ooo lines multiple and 17 
positions will afford considerably improved facilities for 
handling this heavy volume of traffic. 


Book Review 


" Modern Radio Communication," Volume I. 7th 

edition. J. H. Reyner, B.Sc., A.C.G.I., D.I.C., 

A.M.I.E.E., M.Inst.R.E. 334 pp. with 156 ill. 

Pitman. 5s. 

When a book, a textbook moreover, runs to seven 
editions, it may well be considered a success. That 
this is so with " Modern Radio Communication, Volume 
I," is no doubt due in part to the fact that Mr. Reyner 
has judged to a nicety the breadth and depth of a book 
suitable for the Preliminary and Intermediate Examin¬ 
ations in Radio of the City and Guilds Institute. It 
is probably true to say that the great majority of 
candidates for these examinations are students at even¬ 
ing schools where the time for instruction is strictly 
limited. In these circumstances it is very helpful for 
a teacher to be able to recommend to his students a 
book in which they may find much of the material 
that he himself cannot find time to present. 

The book comprises some 330 pages well printed and 
liberally illustrated. Mathematics have been intro¬ 
duced only where necessary, and those used are of a 
standard that should be well within the capabilities 
of the average evening class student in his second or 
third year. The first part of the book is devoted to 
simple D.C. and A.C. theory including the use of the 
j operator, and to descriptions of the physical con¬ 
struction of inductors, condensers, etc., used in radio. 
The study of radio communication itself is then intro¬ 
duced in easy stages and continued, until, by the time 
the end of the book is reached, many branches of the 
subject have been touched, ranging from direction finding 
to radio-frequency measurements and loudspeakers to 
the elimination of interference. Most of the chapters 
are followed by one or more numerical exercises, the 
answers to which are given at the end of the book. 
There are two appendices : one is devoted to simple 
trigonometry and the other introduces the decibel and 
describes certain attenuators; incidentally, Fig. 155 
in the latter appendix is incorrect. 

The style adopted is simple, and in this respect it is 
suitable for elementary students, but it is not always 
the style one would wish the students themselves to 
adopt. At times, for example, the choice of adverbs 
appears to be a little inelegant : on page 12 one may 


read "... the variation . . . which is almost invari¬ 
able positive may be practically entirely offset . . ." 
And later, on page 116 : "The early receiver . . . 
used tuning circuits of a size and construction not 
greatly less than at the transmitter." Occasionally 
the imagination is stimulated by such phrases as " thus 
the grid and anode move in opposition " (p. 140) ; and 
"... whereby it is possible to speak and receive 
concerts from America, Australia and other far-flung 
climes " (p. 179). In fact, when one reads in the para¬ 
graph following the last quotation that " Condenser 
microphones are very faithful but very insensitive," one 
can almost hear them breathe. 

In view of the fact that this is the seventh edition 
it is surprising to find a number of important mistakes, 
some of which do not appear to be of recent origin. 
The author seems to be under the impression that the 
slope of the anode-current/grid-volt age characteristic of 
a valve gives a direct indication of the amplification 
factor. On page 128 it is stated that this slope is much 
steeper for a screen-grid valve than for a triode, owing 
to the greatly increased amplification factor. Both 
parts of this statement are, of course, wrong. The slope 
is not much steeper, and in any case it only gives an 
indication of the mutual conductance. The high 
amplification factor of a screen-grid valve is indicated 
by the closeness of the mutual characteristics for various 
anode voltages. On page 143 and again on page 222 
we are told that if two oscillations of frequency fi and 
f2 are added together the resultant oscillation has a 
frequency of (fi 4- f2)/2 ; fortunately for those authori¬ 
ties whose duty it is to maintain some sort of order 
in the ether, this is not so. A final example will be 
given from page 289 : "We have seen that a normal 
electro-magnetic wave consists of vertical electric fields, 
following each other, first in one direction and then in 
the other. Such a wave is said to be horizontally 
polarised ." Unfortunately the italics are the author's ! 

In spite of these criticisms the virtues of the book 
are outstanding. The author has clearly tried to make 
the path of the student easy and has succeeded. He 
will no doubt be rewarded by seeing his work remain a 
best-seller in its latest edition. 

H. S. 


R 
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Staff Changes 


Promotions 


Name 


District 


Date 


From M.T.O., Cl. I, to C.M.T.O. 


Burns, W. C. 


E.-in-C.O. 


From Exec. Engr. to A.S.E . 

Cox, W. S.N. Mid. to N. Wa... 

Edwards, J. J. . . E.-in-C.O. 

Plymen, H. S. . . E.-in-C.O. 

From Exec. Engr. to Reg. Engr. 

Ryall, L. E. . . . . E.-in-C.O. to Scot. Reg. 

From M.T.O., Cl. II, to M.T.O., Cl. I 

Benzies, A. . . . . E.-in-C.O. . . 

From Asst. Engr. to Exec. Engr. 


Wilson, F. 

Durkin, T. 

Campbell, P. J. 

Sturgess, H. E. 

Skeet, T. S. 

Duff, J. 

Hough, F.A. . . 

Thatcher, C. H. 

Markey, J. M. 

Bevis, W. F. . . 

Romain, W. A. B 

From A.T.O. to R.M.T.O. 

Wright, F. V. . . B'ham to Edin. Area 

From Physicist to Sen. Physicist 

Glover, D. W. . . E.-in-C.O. 

From Chief Insp. to Asst. Engr. 


. . E.-in-C.O. . . 

. . N.E. Reg. to N.W. Reg. 

. . E.-in-C.O. to N. Ire. Reg. 
. . E.-in-C.O. . . 

. . N. Midland.. 

. . N.E. Reg. to N.W. Reg. 

. . Scot. Reg. to N.W. Reg. 

. . L.P. Reg. . . 

. . N.E. Reg. 

. . E.-in-C.O. . . 

. . L.T. Reg. 


Benson, W. K. 
Carrette, A. D. 
Piggott, E. C. C. 
Horn, T. 

Gerrard, J. 
Madgwick, J. M. 
Allies, H. J. 
Naylor, W. H. J. 
Wilcox, A. 

Voss, L. C. 
Lumsden, R. S. 
Browning, W. H. 
Hamilton, D. F. 
Boyd, W. J. . . 


N.W. Reg. . . 

N.E. Reg. . . 

N. Wa. to N. Mid. 
E.-in-C.O. . . 
E.-in-C.O. . . 

N.E. Reg. . . 

N.W. Reg. to N.E. 
E.-in-C.O. . . 
E.-in-C.O. . . 

Test Seen. Ldn. 
Scot. Reg. . . 

L.P. Reg. . . 

Scot. Reg. . . 

N. Ire. Reg. 


Reg. 


From Asst. Physicist to Physicist 

Rickard, E. F. . . Test Seen., Ldn. . . 

From Chief Insp. to Chief Insp. with allowance 

Thomson, A. . . . . Scot. Reg. 

From Tech Asst, to Asst. R.M.T.O. 


Stokes, F. W. 


Ldn. to N • Ire. Reg. 


From Insp. to Chief Insp. 

Brown, E. B.. . . . L.T. Reg. 

Postance, J. C. E. . . E.-in-C.O. to N. Mid. 


25.10 39 


9.7.39 

1.9.39 
G. 11.39 


23.11.39 

25.10.39 

1.7.39 

2.7.39 

3.7.39 

14.7.39 

17.7.39 

13.8.39 

12.9.39 

28.9.39 

29.10.39 

1.11.39 

20.11.39 

21.11.39 

20.11.39 


7.7.39 

9.7.39 
21.8.39 

21.8.39 

24.8.39 

1.9.39 

7.9.39 

12.9.39 

12.9.39 
G.10.39 
G.10.39 

15.11.39 

7.12.39 

7.12.39 

21.8.39 


2.7.39 

31.7.39 


8.7.39 

30.7.39 


Name 

District 



Date 

From S. W. 1 to Insp. 





Lowe, W. A. 

N.E. Reg. . . 



1.4.39 

Pullen, E. W. W. . . 

Test Seen., Ldn. 



27.4.39 

Smithson, W. 

N.E. Reg. . . 



3.7.39 

Outhwaite, O. 

N.E. Reg. . . 



3.7.39 

Denny, R. E.. . 

N.E. Reg. . . 



3.7.39 

Kelsey, T. G.. . 

E.-in-C.O. .. 



5.7.39 

Axford, C. J. 

E.-in-C.O. . . 



5.7.39 

Hill, W. H. 

E.-in-C.O. . . 



5.7.39 

Boraston, E. G. C. 

E.-in-C.O. .. 



5.7.39 

Young, S. A. 

E.-in-C.O. . . 



5.7.39 

Elstree-Wilson, E. C. 

E.-in-C.O. . . 



5.7.39 

Turner, G. 

E.-in-C.O. .. 



5.7.39 

Beacon, R. L. 

E.-in-C.O. . . 



5.7.39 

Whiddett, S. D. 

E.-in-C.O. . . 



5.7.39 

Southwell, R. A. W. J. 

E.-in-C.O. . . 



5.7.39 

Johnston, J. A. 

E.-in-C.O. .. 



5.7.39 

Wicks, A. G. W. 

E.-in-C.O. . . 



5.7.39 

Keansley-Brown, 





R. H. G. 

E.-in-C.O. . . 



5.7.39 

Cook, W. H. 

L.T. Reg. . . 



2.5.39 

Everett, J. W. 

L.T. Reg. . . 



2G.4.39 

Wright, F. M. 

L.T. Reg. . . 



24.4.39 

Lester, E. W. 

L.T. Reg. .. 



25.2.39 

Punshon, R. W. 

L.T. Reg. . . 



3.5.39 

Sparrow, L. F. 

L.T. Reg. . . 



7.5.39 

Moon, W. J. 

L.T. Reg. . . 



7.5.39 

Hill, W. J. 

L.T. Reg. . . 



28.5.39 

Coe, H. S. C. 

L.T. Reg. . . 



2.6.39 

Walters, F. 

L.T. Reg. . . 



18.G.39 

Strevens, R. E. 

L.T. Reg. . . 



12.6.39 

Borwick, F. B. 

L.P. Reg. . . 



29.7.39 

Smith, A. F. . . 

Eastern 



9.9.39 

Sutton, W. A. 

Test Seen., B’ham 



11.9.39 

Jeffery, E. G. 

Test Seen., Ldn. 



11.9.39 

Jones, T. S. . . 

S. Wales . . 



2.10.39 

Hodgson, A. J. 

S. Wales . . 



2.10.39 

Cecil, C. H. 

S. Wales . . 



2.10.39 

Cook, F. F. 

S. Wales 



2.10.39 

Davies, T. Y.. . 

S. Wales 



2.10.39 

Bossom, R. C. 

S. Wales 



2.10.39 

Regan, D. J. . . 

S. Wales 



2.10.39 

Gould, J. S. 

S. Wales . . 



2.10.39 

Thomas, E. B. 

N. Wales . . 



6.10.39 

Newson, H. F. 

Eastern 



9.10.39 

Rolfe, E. J. 

E.-in-C.O. .. 



5.10.39 

Bruce, S. J. 

E.-in-C.O. . . 



5.10.39 

Williams, R. M. 

E.-in-C.O. . . 



5.10.39 

Tait, W. A. 

E.-in-C.O. . . 



5.10.39 

Croxson, V. E. 

E.-in-C.O. . . 



5.10.39 

Butterworth, G. 

E.-in-C.O. . . 



5.10.39 

Warwick, HA. 

E.-in-C.O. . . 



5.10.39 

Blanchard, A. J. 

E.-in-C.O. . . 



5.10.39 

Steer, A. E. . . 

E.-in-C.O. . . 



5.10.39 

Lowne, H. R. B. 

E.-in-C.O. . . 



5.10.39 

Heptinstall, D. L. 

E.-in-C.O. . . 



5.10.39 

Thomas, E. A. 

E.-in-C.O. . . 



5.10.39 

Bale, A. E. 

Test Seen., Ldn. 



16.11.39 

Pawlett, W. K. 

N. Midland 



22.11.38 

Dixon, W. 

N. Midland. . 



22.11.38 


Smart, H. W. ’ 

. S. Western .. 

21.9.39 

Waterfield, A. J. B. . 

. N. Ire. to Ldn. 

20.8.39 

Transfers 

Name 

District 

Date 

Name 

District 

Date 

Exec. Engrs. 



Asst. Engrs. 



Taylor, H. M. 

. N.W. Reg. to S.W. Dist. . . 

20.8.39 

Webber, F. W. J. . 

. E.-in-C.O. to S.W. Reg. . . 

27.9.39 

Hemborough, J. R. . 

. E.-in-C.O. to Cardiff 

20.8.39 

Cohen, A. J. . . 

. E.-in-C.O. to W. & B.C.Reg. 

25.9.39 

Ackerman, H. M. V.. 

. E.-in-C.O. to H.C. Reg. . . 

17.9.39 

Thorn, B. K.. . 

. E.-in-C.O. to Mid. Reg. . . 

25.9.39 

Hibbs, A. 

. Liverpool to Southampton 

1.11.39 

Chief Insps. 



Mead, F. C. . . 

. E.-in-C.O. to Liverpool . . 

1.11.39 

Gray, R. E. . . 

. S.W. to S. Mid. 

5.6.39 

Asst. Engrs. 



Grew, A. W. . . 

. E.-in-C.O. to H.C. Reg. . . 

17.9.39 

Rousell, S. M. E. 

. E.-in-C.O. to L.T. Reg. . . 

1.6.39 

Banks, W. R. 

. E.-in-C.O. to H.C. Reg. . . 

17.9.39 

Bardwell, W. J. 

. E.-in-C.O. to H.C. Reg. . . 

17.9.39 

Thorn, F. W. J. 

. E.-in-C.O. to W. & B.C.Reg. 

25.9.39 

Naylor, W. H. G. . 

. E.-in-C.O. to H.C. Reg. . . 

17.9.39 

Hancock, L. . . 

. E.-in-C.O. to Mid. Reg. . . 

25.9.39 

Gambier, J. E. 

. E.-in-C.O. to S.W. Reg. . . 

27.9.39 

Pritchard, F. .E 

. E.-in-C.O. to Mid. Reg. . . 

25.9.39 
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Retirements 


Name 

District 

Date 

Name 

District 


Date 

A.S.E.’s 



Asst. Engrs — 

-continued 



Struthers, G. A. 
Day, W. 

. . E.-in-C.O. . . 

.. E.-in-C.O. 

31.5.39 

31.8.39 

Stradling, W. 
Davis, H. 

A. .. E.-in-C.O. .. 

. . Test Seen., Ldn. . 


31.8.39 

30.9.39 

Reg. Engr. 



Chief Insps. 




Johnson, A. S. A. 

• • I~T. Reg. 

31.5.39 

Cattle, F. 

. . Test Seen., Ldn. . 


31.8.39 

Area Engr. 



Naylor, G. 

. . S. Western . . 


20.9.39 

Cradduck, G. W. 

. . Manchester 

2.8.39 

Perry, E. E. 

. . Test Seen., Ldn. . 


1.10.39 

Asst. Engrs. 



Insps. 




Moody, S. . . 

. . S. Midland . t 

30.6.39 

Stace, R. J. 

. . L.T. Reg. . . 


27.7.39 

Glass, B. 

. . E.-in-C.O. . . 

30.6.39 

Towe, E. A. 

. . L.T. Reg. . . 


12.6.39 

Jones, J. C. 

. . E.-in-C.O. . . 

30.6.39 

Hatfield, W. 

. . L.T. Reg. . . 


11.6.39 

Pinnock, A. E. 

. . N.E. Reg. 

31.8.39 

Mason, C. A. 

. . E.-in-C.O. . . 


30.6.39 

Deaths 

Name 

District 

Date 

Name 

District 


Date 

Area Engr. 



Insp. 




.Smith, H. G. . . 

. . Bournemouth 

23.7.39 

Noble, H. 

. . N. Wales 


14.8.39 

Appointments 

Name 

District 

Date 

Name 

District 


Date 

Prob. Asst. Engrs. 

Prob. Insps.— 

-continued 




Laver, F. J. M. . . E.-in-C.O. 1.9.39 

Harris, R. J.E.-in-C.0. 1.9.39 

Lynch, A. C.E.-in-C.O. 1.9.39 

Bomford, K. D. . . E.-in-C.0. 1.9.39 

Broad, E.'R.E.-in-C.O. 1.9.39 

Spinks, j.E.-in-C.0. 1.9.39 

Greenman, L. H. . . N.W. Reg. 1.9.39 

Dobbie, A. K. . . E.-in-C.0. 1.9.39 

Martin, B. R. . . N.E. Reg. 1.9.39 

Stead, L. G. .. .. E.-in-C.O. .. .. .. 1.9.39 

[ones, P. H.E.-in-C.O. 1.9.39 

Ayers, E. W.E.-in-C.O. 1.9.39 

Hansford, R. N. . . S. Eastern.25.9.39 

White, R. W. . . E.-in-C.O. 1.9.39 

Janes, J. D. W. . . E.-in-C.O. 1.9.39 

Ireland, J. C.. . .. S. Eastern .. .. .. 1.9.39 

Blake, K.S. Midland. 1.9.39 

Jones, D. G. . . . . S. Eastern . . . . . . 1.9.39 

Pilling, T.N. Wales. 1.9.39 

Hales, A. C.E.-in-C.O. 1.9.39 

Draper, J. H. P. . . L.T. Reg. 1.9.39 

Warner, M. G. R. . . N. Wales. 1.9.39 

Pvob. I nsps. 

Burchell, J. R. L. . . E.-in-C.O. 1.5.39 

Jones, D. C. . . . . E.-in-C.O. . . . . . . 1.5.39 

Galloway, J.E.-in-C.O. 1.5.39 

Hunt, C. S.E.-in-C.O. 1.5.39 

Keep, J. F.E.-in-C.O. 1.5.39 

Gausden, S. H. . . E.-in-C.O. 1.5.39 

Masdin, R. M. . . E.-in-C.O. 1.5.39 

Seager, E. F. . . E.-in-C.O. . . . . . . 1.5.39 

Smith, A. F. C. . . E.-in-C.O. 1.5.39 

Hales, J. T.E.-in-C.O. 1.5.39 

Venus, A. I.E.-in-C.O. 1.5.39 

King, E. S. F. . . E.-in-C.O. 1.5.39 

Davidson, C. F. . . E.-in-C.O. . . . . 8.5.39 

Looser, R. C.E.-in-C.O. 1.5.39 

Mills, R. J.E.-in-C.O. 1.5.39 

Phillips, G. J. A. . . E.-in-C.O. 4.5.39 

Roberts, F. F. . . E.-in-C.O. 1.5.39 

Haworth, J. E. . . E.-in-C.O. . . . . 1.5.39 

Ansel 1, G. V.E.-in-C.O. 4.5.39 

Thompson, J. ..E.-in-C.O. 3.5.39 

Stead, L. G.E.-in-C.O. 1.5.39 

Littler, C.E.-in-C.O. 1.5.39 

Parker, P. N.E.-in-C.O. 1.5.39 

Roberts, T. N. D. . . E.-in-C.O. 29.7.39 

Norman, J. M. . . E.-in-C.O. . . . . . . 1.5.39 

Cobbe, B. M. .. E.-in-C.O. 1.5.39 

Row, L. N.E.-in-C.O. 1.5.39 

Bourne, K. W. . . E.-in-C.O. 24.5.39 

Croisdale, A. C, . . E.-in-C.O. 10.5.39 

Light, R. W.E.-in-C.O.. 1.5.39 

Bennett, R. O. . . E.-in-C.O. . . . . . . 3.5.39 

Woodford, R. A. . . E.-in-C.O. 1.5.39 


Sinnicks, A. C. . . E.-in-C.O. . . . . . . 8.5.39 

Tresidder, W. M. . . E.-in-C.O. . . . . . . 1.5.39 

Neal, N. W.E.-in-C.O. 1.5.39 

Walker, E. H. . . E.-in-C.O. 19.5.39 

Garnett, W. H. . . E.-in-C.O. 1.5.39 

Bailey, N. G.E.-in-C.O. 1.5.39 

Marks, D. J. . . . . E.-in-C.O. . . . . . . 1.5.39 

Gordon, S. C.. . .. E.-in-C.O. .. .. .. 8.5.39 

Yemm, H. . . . . E.-in-C.O. . . . . . . 1.5.39 

Dafforn, D. G. . . E.-in-C.O. 1.5.39 

Lee, L. R. . . . . E.-in-C.O. . . . . 10.5.39 

Bowers, F. . . . . N. Western 

Palmer, J. E.; . .. N. Western. 18.5.39 

Boyle, C.N. Western. 10.5.39 

Lewis, H. .. .. N. Western. . .. .. 26.5.39 

Mackereth, W. W. . . N. Western. 1.5.39 

Gates, R. E. .. .. S. Lancs .. .. .. 1.5.39 

Hulme, R. . . . . S. Lancs . . . . . . 5.5.39 

Wright, G. . . . . S. Lancs . . . . . . 1.5.39 

Powell, G. F.S. Lancs. 1.5.39 

Carnson, L. B. . . S. Lancs . . . . . . 22.5.39 

Rimmer, E. G. . . S. Lancs . . . . . . 7.5.39 

Whittaker, E. N. .. N. Midland. 1.5.39 

Reid, H. A.N. Midland. 1.5.39 

Astle, E.N. Midland.10.5.39 

Norfolk, J. D. ..N. Midland. 3.5.39 

Thorne, N.W. .. N. Midland. 1.5.39 

Emms, W. G. . . S. Midland. 8.5.39 

Unwin, J. H.S. Midland. 1.5.39 

Harvey, A. G. . . S. Midland. 3.5.39 

Pearce, H. J.S. Midland.31.5.39 

Pelt, H.S. Midland.29.5.39 

Saxey, A. E.S. Midland.25.5.39 

Stubbington, C. J. . . S. Midland 

Wooster, C. B. . . Eastern . . . . . . 1.5.39 

Barley, N. . . . . Eastern . . . . . . 6.5.39 

Fen veil, J. A. ..Eastern . 1.5.39 

Linney, H. H. .. N. Wales. 1.5.39 

Eley, A. C.N. Wales. 1.5.39 

Eccles, J.N. Wales. 1.5.39 

i Soames, G. A. . . S. Wales . . . . . . 3.5.39 

1 Sheppard, J.S. Wales. 1.5.39 

Longyear, J. W. . . S. Wales. 1.9.39 

Horne, J. K. . . . . S. Western . . . . . . 1.5.39 

Saunders, J. C. . . S. Western . . . . 1.5.39 

Tough, J. L. . . . . S. Western . . . . . . 1.5.39 

Batland, T. K. . . S. Western . . . . . . 1.5.39 

Farrow, C. F. . . S. Western. 1.5.39 

Ward, C. V.S. Western. 3.5.39 

Upchurch, S. W. J. . . S. Eastern . . . . . . 1.5.39 

Slingo, F. W.S. Eastern. 1.5.39 

Lane, G. W. H. . . N. Ireland. 1.5.39 

Harvey, V. J. . . Test Bch. 1.5.39 

Lunt, L. S. .. .. Test Bch. .. .. .. 1.5.39 

Stafford. L. . . . . Test Bch. . ... 1.5.39 
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CLERICAL GRADES 

Promotions 


Name District Date 

From H.C.O. to Staff Officer 


Peak, H. C. . . 

. . Brighton T.M.O. . . 

3.6.39 

Gentleman, H. 

. . Scot. West.. . 

3.6.39 

From E.O. to Staff Officer 

La Croix, A. . . . . E.-in-C.O. . . 

5.6.39 

Oliver, S. R. 

. . E.-in-C.O. 

5.6.39 

Dummer, J. F. 

. . E.-in-C.O. . . 

1.8.39 

Foord, F. C. 

. . E.-in-C.O. . . 

5.6.39 

Harrison, A. E. 

. . E.-in-C.O. . . 

1.8.39 

Boyd, R. 

. . E.-in-C.O. . . 

. . 23.10.39 

Buxton, A. D. 

. . E.-in-C.O. 

.. 13.11.39 

Glover, G. 

. . E.-in-C.O. . . 

.. 13.11.39 

From H.C.O. to Chief Clerk 

Fewster, T. . . . . N.E. Reg. to Nonsuch 

3.7.39 

Mills, H. R. 

. . Scot. Reg. to Sheffield 

1.7.39 

Buckeridge, R. P. 

. . Oxford 

4.12.39 

From C.O. to E.O. 
Jones, A. E. 

. . E.-in-C.O. . . 

12.6.39 

Johnson, H. 

. . E.-in-C.O. . . 

12.6.39 

Harnett, W. L. 

. . E.-in-C.O. . . 

15.6.39 

Lambert, F. . . 

. . E.-in-C.O. . . 

21.6.39 

Fox, A. S. 

. . E.-in-C.O. . . 

11.7.39 

East, W. A. . . 

. . E.-in-C.O. . . 

21.9.39 


Name 


Devonshire, A. E. 
Griffiths, C. . . 
Magness, W. H. 

' Winfield, A. L. 
Samuels, W. H. 
Ellis, J. F. 

Ledger, F. H. 

From C.O. to H.C.O. 
Tooke, F. J. 

Kemp, T. E. 

Potts, J. 

Chapman, G.. . 
Cheshire, C. E. 
Wilkinson, F. L. 
Stockwell, H. L. P. 
Keir, W. S. . . 
Smith, W. H. P. 
White, G. J. 
Bartlett, H. F. W. 
Holmes, S. 

Speers, R. 

McGinlay, J. . . 

Till, H. J. 


District 


. . E.-in-C.O. 
. . E.-in-C.O. 
. . E.-in-C.O. 
. . E.-in-C.O. 
. . E.-in-C.O. 
. . E.-in-C.O. 
. . E.-in-C.O. 


. . N. Wa. to B’ham. T.M.O. 
. . Nottingham T.M.O. 

. . Newcastle T.M.O. . . 

. . S. Eastern . . 

. . Edinburgh . . 

. . Leeds 
. . Canterbury. . 

. . Scot. W. to Brighton 
. . Bristol 
.. Leeds 
. . Taunton 

. . Gloucester to Cardiff 
. . Croydon to Oxford 

. . Scot. W. 

. . Portsmouth 


Date 


4.11.39 
29.10.39 

29.10.39 

17.11.39 

26.10.39 

4.12.39 
4.12.39 


1.8.39 

28.6.39 

3.7.39 

3.7.39 

1.7.39 

17.7.39 

14.8.39 

6.8.39 

1.10.39 

17.6.39 

4.6.39 

1.11.39 

4.12.39 

3.7.39 
15.11.39 


Transfers 


Name 

District 

Date 

Name 

District 

Date 

E.O.’s 



H.C.O.’s 



Culff, A. R. 

Smith, H. A. 
Schutte, J. A. 

. . E.-in-C.O. to Min. of Supply 
. . E.-in-C.O. to Min. of Supply 
. . E.-in-C.O. to Min. of Supply 

21.8.39 

1.8.39 

1.8.39 

Harding, H. J. 
Chapman, G.. . 
Roberts, L. . . 

. . Reading to Bournemouth 
. . B’mouth to Canterbury . . 

. . B’ham to Min. of Supply. . 

7.9.39 
29.8.39 

1.8.39 

Retirements 

Name 

District 

Date 

Name 

District 

Date 

S.O.’s 






Young, A. 

Robinson, W. D. 

. . E.-in-C.O. . . 

. . E.-in-C.O. . . 

31.5.39 

31.7.39 

Hellyer, J. . . 

.. Cardiff 

30.9.39 

Deaths 

Name 

District 

Date 

Name 

District 

Date 

5.0. 






Martin, H. E. 

. . E.-in-C.O. . . 

10.6.39 
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Miniature tuning forks 

for frequency standards or filters 



In the past, the design of tuning forks has rather tended to run on “ heavy engineering ” lines. 
We have, however, recently experimented with forks of less generous proportions and have found 
that considerable advantages are obtained. As a frequency standard, the small dimensions of 
these miniature tuning forks simplify oven design and enable temperature control to 0.1° C. to be 
obtained with a very simple thermostat. A new driving circuit gives extremely good stabilit}^ 
with changes in thermionic conditions. The complete equipment, temperature and pressure 
controlled and providing half a watt output of stabilised frequency, only occupies a panel 19 in. 
by lO^in. Any single frequency between 500 cps. and 4,000 cps. may be provided. As a filter 
one of these 1,000 cps. forks will give a discrimination 
of 40 db. at 5 cps. off the resonant frequency. Prices: 

Mains Operated Frequency Standard £70. Filter Fork £15. 

MU1RHEAD AND COMPANY LIMITED, ELMERS END, BECKENHAM, KENT. TELEPHONE : BECKENHAM 0041-0042 

FOR OVER 60 YEARS DESIGNERS & MAKERS OF PRECISION INSTRUMENTS 
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THE STROWGER DIAL* 


Industry . . . commerce . . . transport . . . social life . . . in some form or another 
of the world’s activities wheels rotate unceasingly. Inextricably merged with their 
movements—initiating, maintaining or controlling them—are Strowger automatic tele¬ 
phone dials. The part which Strowger automatic telephones play in this respect 
can be judged from the fact that Strowger dials rotate on an average more than a 
billion times each week, enabling conversations to take place between twelve million 
Strowger subscribers located throughout the world. 

Practical experience has proved that the introduction of Strowger automatic telephony 
results in considerable economic expansion. More wheels begin to turn, and to keep pace 
more Strowger equipment is required. Thus the world progresses. 

Not only the great State and other telephone administrations of the world, but also 
many thousands of private organisations operate Strowger telephones. Factories, 
offices, institutions, and many others find in Strowger telephony the means for 
pursuing their activities with efficiency and despatch. 



MET MMilTBE THBPMM1ME & ELBCTffiaC POL UEl 

NO RFOLK ROUSE, NORFOLK ST., STRAND, W.C.2 
STROWOER WORKS, LIVERPOOL, 7 


Phone Temple Bar 9262 drams "Autelco, Estrand, London" 


Phone StuneycroCl 4S5U Grams 'Stronger, Liverpool'' 



ROTATES WITH THE WORLD 
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NOFUELSHORTAGE 
FOR'ELECTRICS' 


HOWEVER the fuel problem develops 
ample power is assured for c electrics ’ in war¬ 
time. This gives them another overwhelming 
advantage for short distance transport. 
Furthermore anyone with road sense learns to 
drive an c electric 5 in a very little while. 

To secure maximum economy and reliability 
for c electrics ’ they must be equipped with 
strongly built batteries that sustain their 


voltage under all conditions throughout a long 
and trouble-free life. 

Ever since c electrics 5 first appeared the 
Chloride Company have put their full resources 
behind perfecting batteries for this purpose— 
and Chloride are the biggest battery makers in 
the British Empire. They also have the most 
effective after-sales service organisation in 
the country. 


Iltfita'lronclat) 


BATTERIE 



Still k«®P g 




* For further details about electric 
vehicles and batteries write to The 
Chloride Electrical Storage Co., Ltd., 
Battery Traction Dept., Exide Works, 
Clifton Junction, near Manchester. 
London Office, 137 , Victoria St., S.W.i. 
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RURAL AUTOMATIC EXCHANGES 

Set amidst tropic vegetation or where the snow crunches underfoot, 

G.E.C. rural automatic exchanges operate under a climatic range 
that is as wide as the range of facilities they provide. With capacities 
from 10 lines upwards, these unattended exchanges bring to subscribers 
outside towns and cities a telephone service in which there are :— 

NO OPERATORS O NO DELAY # NO WRONG NUMBERS 

TWENTY-FOUR-HOUR SERViCE 

Catalogue No. 20 gives full particulars 




TRE GENERAL ELECTRIC CO. LTD. OF ENGLAND 

TELEPHONE WORKS COVENTRY ENGLAND 

Coventry 4111 (10 lines) Springjack, Coventry 

HEAD OFFICE: MAGNET HOUSE, K I N G S W A Y , LONDON, W . C .2 
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For All the Latest News and 
Technical Data about the 
Telephone Field—READ 

TELEPHOMY 

The best investment a telephone man can 
make is TO INVEST IN HIMSELF. Whether 
you are new in the business or an old-timer, 
TELEPHONY will give you practical and 
up-to-the-minute ideas for doing your work 
better. There is no other magazine covering 
every department of the telephone business 
as comprehensively. Know all the latest 
approved telephone practices and all the 
current telephone news. Read TELEPHONY. 
Subscription price $5.00 per year. Published 
since 1901. 

TELEPHONY 

Address : Odhams Press, Ltd., Technical Book 
Dept., 85 Long Acre, London, W.C.2 (Telephone : 
Temple Bar 2468) for a sample copy of 
TELEPHONY, or write direct to : 

TELEPHONY PUBLISHING CORPN. 

608 S. Dearborn Street, Chicago, III., U.S.A. 





f unto BY 

I WYCOMBe ENGLAND 


TURNER DIFFERENTIAL 

Milliammeters 

g.p.o. i®. n 

& No. 18 


Meet the most 
exacting demands 
for balancing currents 
in multiplex telegraph circuits. 
-A quality 


FULL SIZE 


product of outstanding 
merit 


Also manufacturers of G.P.O. 
Detector No. 4, and a compre¬ 
hensive line of instruments for 
precision electrical measure¬ 
ments. 


ERNEST TURNER ELECTRICAL INSTRUMENTS, Ltd. 

CH1LTERN WORKS, 

49=73 TOTTER!DGE AVENUE, 
HIGH WYCOMBE, 

BUCKS, ENGLAND 



Telephone : High Wycombe 1301, 1302. 
Telegrams : Gorgeous, High Wycombe. 
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the switch 
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CLIP-ON AMMETER 




THE CLIP-ON AMMETER has become 
established as an indispensable instrument 
for the rapid measurement of currents in 
busbars, fuses and cables. 

You simply take the instrument in one hand, 
clip round the conductor and observe the 
reading ! 

Don't worry if the conductor is bare—the 
core is completely insulated and the frame 
is of moulded bakelite. 


COMPREHENSIVE RANGES AVAILABLE : 

0 - 100 - 500 0 - 7.5 - 75 0 - 20 - 100 

S: 1S8: iZ ° - 10 ■ 50 °-«• ■«> 

0 - 300 - 1500 0 - 15 - 75 0 - 50 - 250 

Write for List IN II. 

FERRANTI LTD., HOLLINWOOD, LANCS. 

London Office, BUSH HOUSE, ALDWYCH, W.C.2. 


COMMENCE YOUR PREPARATION 
IMMEDIATELY. 


Since the B.I.E.T. was founded twelve years ago, we 
have specialised in preparing candidates for leadkig 
Technical Examinations, and our success may be 
gauged from the following remarkable results : 

FIVE 1st PLACES 

In the Probationary Inspectors and Assistant 
Superintendents of Traffic Examinations held in 
1932-1938, B.I.E.T. candidates obtained Five 
First Places. 

FlUST YEHiitiE PLACES 

In the 1937 Competitions for Probationary 
Inspectors , B.I.E.T. candidates secured First, 
Second and Third Places. 

239 SUCCESSES 

In the Probationary Inspectors and Assistant 
Superintendents of Traffic Examinations held in 

1934-1938, 239 B.I.E.T. candidates passed 
the Examinations. 

We teach successfully by correspondence and 
definitely guarantee— 

“ NO PASS-NO FEE ” 

You are advised to send for a copy of our General 
Prospectus “ ENGINEERING OPPORTUNITIES.” 
This Handbook contains 268 pages of most useful 
information. It also contains particulars of all leading 
Engineering Examinations, including 

Probationary Inspectors (Open and Limited 
Competitions). 

Probationary Assistant Engineers (Limited 
Competition). 

Assistant Superintendent of Traffic (Open 
and Limited Competitions ). 

City and Guilds, I.E.E., B.Sc., A.M.I.C.E., 
A.M.I.Mech.E., London Matric., etc., etc. 

The Handbook also outlines “ up-to-the-minute ” 
courses of Home-Study in all branches of Engineering. 

Special Courses are offered in Telegraphy, Manual 
Telephony, Automatic Telephony, Telephone Trans¬ 
mission, Electrical Technology, Wireless and High 
Frequency, Radio Communication, Alternating Currents, 
etc., etc. 

Our 268 pages Handbook should be on your Book¬ 
shelf. It will be gladly sent on request, FREE and 
without obligation. (Please state subject or Examination 
of most interest .) 

British Institute of Engineering Technology 

369 Shakespeare House, 

17, 18 & 19 Stratford Place, Oxford Street, 
London, W. I 
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T HE new Ericsson Automatic Telephone No. 1002 shown here has a 
casework of black moulded bakelite in a modern, distinctive and pleasing 
design. It incorporates a form of cradle or micro-telephone rest which 
is not readily damaged should the instrument get violently knocked or fall 
to the ground. 

The whole of the interior apparatus which is mounted on a frame can be 
removed as a unit, the base plate which incorporates a useful sliding tray 
fitment being first removed. Dimensions, 6 by by 8| inches ; weight, 6 lbs. 

NOW AVAILABLE TO P.O. SUBSCRIBERS 

Full particulars from makers : 



ERICSSON TELEPHONES LTD. 



HEAD OFFICE: 22 LINCOLN’S INN FIELDS, LONDON, W.C.2. 

Works : Beeston, Notts. I (Telephone : HOLborn 6936) 
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Spare-Time Training 
by Post in all 
Electrical Subjects 


I he International Correspondence Schools, largest and most 
successful institution of its kind in the world, ofjers thoroughly 
sound Courses of Instruction to cover the following Examinations : 

GRADUATESHIP, I.E.E. 

CITY AND GUILDS ELECTRICAL ENGINEERING PRACTICE. 
ELECTRIC INSTALLATION AND TELECOMMUNICATIONS. 
G.P.O. PROBATIONARY ASSISTANT ENGINEER (LIMITED). 
G.P.O. PROBATIONARY INSPECTOR (ENGINEERING DEPT.). 
ASSISTANT TRAFFIC SUPERINTENDENT, TELEPHONE 
SERVICE. 

P.M.G. CERTIFICATE FOR WIRELESS OPERATORS. 
PROVISIONAL CERTIFICATE IN RADIO TELEPHONY AND 
TELEGRAPHY FOR AIRCRAFT. 

INSTITUTE OF WIRELESS TECHNOLOGY. 

Other Courses meet the requirements of all who desire to qualify 
tor responsible positions in Electric Power, Light and Traction 
Stations. Equally successful is our instruction for Telegraph and 
Telephone Engineers, Telegraphists and Telephonists, Radio 
Engineers, Radio Servicemen, and those who wish to study 
Television. 

Instruction is by correspondence from textbooks specially pre¬ 
pared by many experts in tuition by post. 

WRITE FOR OUR SPECIAL BOOKLET 

stating Examination or Subject in which 
you are interested. 

INTERNATIONAL 

CORRESPONDENCE SCHOOLS LTD. 

DEPT. 108 

International Buildings, Kingsway, London,W.C.2 


Hall Telephone Accessories 
(1928) Limited 

Suppliers to the British Post Office, Air Ministry, 
Admiralty, War Office and Foreign Government 
Departments. 


Manufacturers of prepayment telephone 
multi - coin collectors, gas leak 
indicators, precision instruments, 
automatic stamp selling and ticket 
selling machines, automatic slot 
machines and fire alarm apparatus. 


Registered 

Office & WorksHtS, DODDER SIBIL LANE, 
W1LLESDEN, 

Tel. WILLESDEN 5141/2/3. LONDON, N.W.IO 
Also GUEST WORKS, DOWLAIS, STH. WALES 




WRITE to 
full details 
covering > 


AUTOMATIC 

STANDBY 

PLANT 


Recently completed AUSTIN- 

lite Standby plants 

range in size from a 200 k.w. 
Automatic Plant for a large 
Municipal Power Station to a 
k.w. Plant for an A.R.P. 
Shelter. 

Whatever the size and purpose 
of the plant the same stringent 
test conditions are applied. 

AUSTINLITE LTD. 

Proprietors : 

CHANCE BROTHERS & CO. LIMITED 
LIGHTHOUSE WORKS, SMETHWICK 
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Tf^HON! FREDERICK SMITH & COMPANY 

bL ALr\rKIAKo (incorporatid in the London electric wire company and smiths, limited; 

8701 (8 lines) ANACONDA WORKS, SALFORD, 3, LANCS. 


TELEGRAM5 

"ANACONDA 

MANCHESTER" 


REGD 


WIRES 

in 

BRONZE AND 


CADMIUM-COPPER 


AS SUPPLIED TO H.M. POST OFFICE 
FOR TELEPHONE LINES 

SEND US PARTICULARS OF YOUR JOB 
AND OUR TECHNICAL ENGINEERS WILL 
PROVIDE YOU WITH THE DATA YOU NEED 




Differential Moving Coil MILLI AMMETERS 

For Telegraph Circuits 


T. 1097. TABLE MOUNTING TYPE. 


British 

Instruments 

for 

British 

Industries 


TABLE, WALL AND PANEL 

MOUNTING TYPES 

T. 1089. panel mounting type. INVALUABLE as line Milliammeters 

on Differential Duplex, Sub - Audio 
Frequency and many other Telegraph Systems, also for testing 
purposes in connection with Land Lines and Radio Communication. 


T. 1098. WALL MOUNTING TYPE. 


Particulars will be sent on request. 


ELLIOTT BROTHERS (London) LTD., Century Works, Lewisham, S.E.I3 

in association with 

SIEMENS BROTHERS & COMPANY, LIMITED, Woolwich, London, S.E.I8 w ™§feo 
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I OF AIR SPACE TELEPHONE AND I 
SUPERTENSION CABLES HAVE 9 
NOW BEEN SHEATHED ON THE 
PIRELLI - GENERAL CONTINUOUS 

LEAD extruding machines. 


TELEPHONE: 
SOUTHAMPTON 
2141 (5 lines). 


IiRELLI-LIeNERaL Jirk 

CABLE WORKS, Ltd., SOUTHAMPTON. 


Proprietors: PIRELLI. ■ Ltd., and THE CENERAL ELECTRIC CO.. LTD. 



Printed by SANDERS PHILLIPS & CO., LTD., The Baynard Press, Chryssell Road, London, S.W.o and 
Published by BIRCH & WHITTINGTON [Prop. Darling & Co. [Epsom], ltd.), Epsom, Surrey. 























